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Association of Food Industry Sanitari- 
ans, Incorporated, & National Canners 
Association. Sanitation for the food- 
preservation industries. 284p. 1952. Mc- 
Graw, New York, $5. 

‘—rpeaae provisioner, May 31, 1952, p.34. % 


“Presents the workable principles and meth- 
ods of good plant sanitation which can result 
in more efficient operation, better workmanship, 
fewer accidents and improved personnel rela- 
tions . . . Should be of great value to all 
food processors, and particularly to those who 
include canning operations . . . Profusely illus- 
trated and, in simple language and an effective 
outline style of treatment, gives a great deal of 
how-to-do-it information of value to the food 
processor . . . Well indexed for easy reference.” 


Astbury, Norman F. Industrial mag- 
netic testing. 1382p. 1952. Institute of 
Physics, London, 25s. (Physics in indus- 
try series.) 

Electrical review, May 30, 1952, p.1178. % 
col. 

“The author has provided many references to 
original papers for those who require further 
details of particular methods. The standard of 
the book is high; it will appeal more to the 
specialist than those seeking to acquire a super- 
ficial knowledge of the subject.” H. B. W. 

Review of scientific instruments, July 1952, 
p.371. % col. 

“Mr. Astbury does a good job of presenting 
a difficult and specialized subject and his math- 
ematical analyses of several phases of magnetic 
testing should prove very valuable to magnetic 
engineers.” Irvin L. Cooter. 


Babbitt, Harold E. Engineering in pub- 
lic health. 582p. 1952. McGraw, New York, 
$8. 

Food engineering, June 1952, p.186. % col. 

“Although written as a general treatise, this 
survey contains many interesting chapters of 
special interest to the food processor .. . Pre- 


sented from an engineer’s point of view for use 
by plant people and design engineers, the book 
explains in extremely concise terms the factors 
to be considered in any type of sanitation sys- 
tem.” 


Baker, J. W. Hyperconjugation. 158p. 
1952. Oxford Univ. Press, London, 18s. 

Chemical age, May 24, 1952, p.797. 1% col. 

“Will be useful to those who wish to have all 
the evidence and over two hundred references 
under one cover and it is valuable as an ac- 
count of a branch of organic reaction mechan- 
isms which has grown in recent years under 
the influence of C. K. Ingold, E. D. Hughes and 
J. W. Baker himself.” D. H. W. 


Barker, John W., & Glascoe, P. K. First 
year college chemistry. 501p. 1951. Mc- 
Graw, New York, $5. 

School science and mathematics, June 1952, 
p.502. p. 

“This textbook will be welcomed by those 
who believe that first year chemistry should 
include a large section on inorganic [sic] chem- 
istry ... Appears to be well written and follows 
current fashion in using the hydronium ion, 
discussing atomic radii, and electron donors. 
The make-up is good with excellent paper and 
printing. The development is thorough and the 
chapter on chemical equilibrium is particularly 
good . . . Will be fine for a first course for 
chemistry majors.” Lillian H. Meyer. 

Barrer, Richard M. Diffusion in and 
through solids. Ed.2. 464p. 1952. Cam- 
bridge Univ. Press, 51 Madison Ave., 
New York, $9. 

Chemical week, April 5, 1952, p.49. 6 L. 

“A study of the processes of permeation, solu- 
tion and diffusion, reviews experimental meth- 
ods and their mathematical and physical inter- 
pretations. Lists of permeability and diffusion 
constants are included.” 

Barron, E. S. Guzman, ed. Modern 
trends in physiology and biochemistry; 
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Woods Hole lectures dedicated to the 

memory of Leonor Michaelis. 538p. 1952. 

Academic Press, New York, $8.50. 
American scientist, July 1952, p.520. 2% 


col. 

“Although this book approaches an advanced 
textbook in certain respects, the lack of a 
coherent development through most of it would 
preclude such use in general. Advanced stu- 
dents and other workers in the fields of physi- 
ology and biochemistry will want to read many 
of the chapters. Although particular needs and 
interests may dictate the book’s most useful 
sections, there is no doubt that it stands as a 
fitting tribute to Michaelis and molecular physi- 
ology.” Talbot H. Waterman. 

Journal of chemical education, 
p.374. % col. 

“Scope ranges from pure biochemistry and 
biophysics to the morphological basis of func- 
tion. The presentation varies from a vividly 
written, essay-like chapter with four references 
to strictly technically presented chapters with 
up to 177 references . . . ‘Some modern trends 
in physiology and biochemistry’ would have 
characterized the book better than the chosen 
title . . . Contains an author and a subject in- 
dex and is very well printed.’ Theodor Von 
Brand. 


Beacher, L. Lester. Your precious eye- 
sight. 84p. 1952. Psychological Library, 
103 Park Ave., New York, $3. 

Science counselor, June 1952, p.67. %4 col. 

“In this interesting little book is concen- 
trated much information about the eyes and 
eyesight. Written by a distinguished optometrist 
mainly in question and answer form, it gives 
straightforward answers to questions that often 
plague laymen, but which too frequently are 
left unanswered.” H. OC. M. 


Benson, Sidney W. Chemical calcula- 
tions. 217p. 1952. Wiley, New York, $2.95. 

Industrial laboratories, June 1952, p.16. % 
col. 

“Has many merits as a supplementary text 
to fill the gap left by our modern introductory 
texts . . . Well written and in coverage more 
than adequate for any course in beginning 
chemistry . .. In addition to sample problems 
worked out in full, there is a good selection 
of problems for the student to work at the end 
of each chapter, with answers to these at the 
end of the book.” N. J. B. 

Journal of the American Pharmaceutical As- 
sociation, scientific edition, Aug. 1952, p.457. % 
col. 

“Sidney W. Benson offers a system, in com- 
pact form, designed to aid the beginner in his 
mastery of the mathematics of chemistry .. . 
The author states that the book is intended 
specifically for the first-year student, yet a 
fair amount of space is given to types of cal- 
culations which most first-year courses do not 
stress or go into at length. However, such 
material would undoubtedly prove valuable for 
later reference.” 


Bent, R. W. Motor vehicle technology. 
Ed.2. pt.l. 104p. 1951. Pitman, London, 
Ts. 6d. 

Automobile engineer, 
col. 

“This second edition is similar to the first 
except that more up-to-date illustrations have 
been substituted where the former ones did not 


July 1952, 


May 1952, p.194. % 
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represent current practice. These illustrations 
are clear line-drawings of definite value to the 
student. The book will probably be read mostly 
by those who have had little practical experi- 
ence, but it will also be useful to those who 
are engaged in maintenance work.” 


Bernard, Frank J. Dynamic display. 
260p. 1952. Display World Pub. Co., East 
Eighth St., Cincinnati, $10. 

Signs of the times, June 1952, p.84. 1 col. 

“The author draws freely on his experience 
with window and store displays to explain each 
facet of retail display, and he shows by photo- 
graphs and sketches the practical application 
of display techniques. Display problems and 
their solutions are explained in detail.” 


Bondi, H. Cosmology. 179p. 1952. Cam- 
bridge Univ. Press, 51 Madison Ave., New 
York, $4.50. 

Scientific monthly, July 1952, p.65. % col. 

“This very carefully written book describes 
the development and the present status of vari- 
ous theories attempting to understand our uni- 
verse as a whole . . . Unfortunately this very 
excellent book suffers from a defect caused by 
the rapidity of scientific progress as compared 
with the slow process of book production: it 
has become out of date at publication.” G. 
Gamow. 


Boone, Lalia Phipps. Petroleum dic- 
tionary. 3838p. 1952. Univ. of Oklahoma 
Press, Faculty Exchange, Norman, Okla., 
5. 


World oil, June 1952, p.359. % co 

“Here is the language of the on ‘field, both 
technical and nontechnical presented in a 
fashion that should be helpful to those thou- 
sands of industry workers remote from the oil 
patch. Included ... are more than 6000 words 
and expressions which comprise the everyday 
language of exploration, production, pipelining 
and refining. To these have been added the 
names and nicknames of towns, fields, wells, 
oil men, companies and geological formation.” 

Bowker, Albert H., & Goode, H. P. 
Sampling inspection by variables. 216p. 
1952. McGraw, New York, $5. 

Chemical week, May 3, 1952, p.43. 9 1. 

“A summary of steps involved in setting up 
a sampling inspection plan where item quality 
is expressed on a variables basis, as opposed to 
plans operating on an attribute basis. Various 
chapters cover the plan’s general principles, 
properties, construction, standard procedures 
utilized, and the mathematics involved.” 


Bradley, H. See Fuchs, Edgar, & 
Bradley, H., ed. 


Branson, E. B., & Tarr, W. A. Intro- 
duction to geology. Ed.3, revised by Carl 
C. Branson and W. D. Keller. 492p. 1952. 
McGraw, New York, $5.50. 

Rocks and minerals, May-June 1952, p.297. % 
col. 

“Divided into 2 parts—Part 1 deals with 
physical geology and Part 2 with historical 
geology. The authors have attempted to elimi- 
nate all unnecessary technical terms and to dis- 
cuss geological processes and history in under- 
standable language ... For a good all-around 


book on geology, the well illustrated, easy read- 
ing ‘Introduction to Geology’ is recommended.” 
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Brantly, J. E. Rotary drilling hand- 
book. Ed.5. 702p. 1952. Palmer Publica- 
tions, New York, $10. 

Drilling, June 1952, p.138. % col. 

“Intended for those who do the actual me- 
chanical operations of drilling, including en- 
gineers, helpers, drillers, toolpushers and super- 
intendents, who all must be highly skilled in 
the boring of holes in the ground, as well as 
for the executive and student interested in 
modern theory and technique.” 


Bridgman, P. W. The nature of some 
of our physical concepts. 64p. 1952. Philo- 
sophical Library, New York, $2.75. 

American scientist, July 1952, p.523. % col. 
including another review. 

“Professor Bridgman’s meaty little volume 
consists of three lectures given at the Uni- 
versity of London in 1950 ... The principal 
objective is to distinguish between the ‘instru- 
mental’ and the ‘paper and pen’ components of 
the physicist’s operation.” 

Electrical world, June 16, 1952, p.248. % 
col. 

“Dr. Bridgman delivered three lectures at 
the University of London and they are here 
assembled. Primary among the objectives was 
to show the interrelation of hypotheses and 
experimentation not only with one another but 
with our verbal limitations of expression .. . 
The three lectures dealt largely with the field 
concept (electrical and gravitational), the laws 
of thermodynamics and thermoelectricity.” 


Brink, Raymond W. College algebra. 
Ed.2, revised. 495p. 1951. Appleton, New 
York, $3.75. 

School science and mathematics, June 1952, 
p.499. % p. including another review. 

“All exercises have been changed, in addition 
to a general revision of the first edition... 
There is an ample supply of exercises, with 
answers to half the problems ... Should... 
receive consideration when a change of text is 
contemplated.” C. B. Read. 


Brink, Raymond W. Intermediate al- 
gebra. Ed.2. 295p. 1951. Appleton, New 
York, $3. 

School science and mathematics, June 1952, 
p.499. 1% p. including another review. 

“The author has taken the first fifteen chap- 
ters of his College Algebra . . . and issued this 
material under the title of Intermediate Alge- 
bra. The subject matter is more extensive than 
can normally be covered in a two or three 
semester hour course in intermediate algebra 

. . Should .. . receive consideration when a 
change of text is contemplated.” C. B. Read. 


Burke, John D. Why you should not 
try to fix your own TV. 44p. John D. 
Burke Co:, 88-14 168th St., Jamaica, N. 
Y., 50c. 

Radio-electronics, June 1952, p.111. % col. 

“Some chapter heads are: ‘Very Few Bad 
Tubes Are Cold; No Kidding, You Could Get 
Killed; Why Be Ignorant?; You Can Easily 
RUIN Your Picture Tube; Some [Examples of 
Amateur Tinkering.’ The book is written in 
the individualistic and racy style of the author’s 
articles in this magazine (‘Don’t Touch Those 
Screws!; Formula for TV Success’). It would 
be an excellent text for every TV owner—if 
he could be persuaded to read it.” F. 8S. 
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Cain, Charles W., & Voaden, D. J. Mili- 
tary aircraft of the U.S.S.R. 72p. 1952. 
Jenkins, London, 3s. 6d. net. 


Journal of the Royal Aeronautical Society, 
May 1952, p.396. 4 p. 

“There can be few subjects of greater inter- 
est today than Russian Military Aircraft and 
this small, compact booklet illustrated with 
photographs, drawings, three-view silhouettes, 
and including a short account of all that is 
known of each aircraft type, will attract a 
wide circle of readers, particularly those inter- 
ested in aircraft recognition. The main attrac- 
tion of the booklet is its silhouette drawings.” 


Carr, Archie. Handbook of turtles; the 
turtles of the United States, Canada, and 
Baja California. 542p. 1952. Comstock 
Pub. Co., Ithaca, N. Y., $7.50. 


Science, Aug. 15, 1952, p.181. % col. 

“Another of the excellent Handbooks of 
American Natural History which are gradually 
furnishing reliable reference material to the 
animals of our continent ... The. . . bibliogra- 
phy, the references to turtle literature on a 
state-by-state basis, and the careful index, will 
be highly useful features of the book. Those 
with appreciation for keys to species will be 
happy to see that Carr’s keys are numbered for 
use in either direction—forward to species, or 
backward to differences.” Lorus J. & Margery 
J. Milne. 

Scientific monthly, Aug. 1952, p.134. % col. 

“The author knows and likes his turtles, and 
bas studied them in a very personal way, as 
well as having absorbed important and interest- 
ing facts from scores of other writers ... The 
numerous drawings and photographs are un- 
usually good; there is an extensive bibliography 
of 68 pages and an index. This most valuable 
handbook . . . will be appreciated by all natural- 
ists, and others who enjoy good literature.” 
W. M. Mann. 


Carrier, George F., ed. Foundations 
of high speed aerodynamics. 286p. 1951. 
Dover, New York, $3.50. 


Chemical and engineering news, June 9, 1952, 
p.24388. % col. 

“Reprints 18 publications in the field of 
supersonic flow and includes a_ bibliography 
covering methods of analysis of high velocity 
flow, supersonic phenomena, shock waves, bound- 
ary layer, and problems associated with un- 
steady flow . .. The bibliography offers con- 
venient access to the voluminous specialized 
literature in this field and the papers afford the 
reader direct contact with several of the more 
important contributions. The fact that the 
eight foreign papers were not translated into 
English may lessen the general utility of this 
volume.” B. H. Sage &€ W. G. Schlinger. 

Industrial laboratories, June 1952, p.18. % 
col. 

“Consists of a series of 19 papers of impor- 
tance in the field of aerodynamics from 1870 to 
1950, by a great variety of authors. These are 
photolithoprinted from the original and the 
type size and style differ widely. Of the papers, 
there are seven in German and one in Italian, 
the remainder being in English. The papers 

. are chosen for historical importance more 
than anything else . .. The usefulness of this 
book is limited ... as it is in no sense an 


integrated or up-to-date summary or survey of 
the field of high speed aerodynamics.” N. J. B. 
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Casey, James P. Pulp and paper chem- 
istry and chemical technology. 2v. v.1: 
Pulping and papermaking. 795p. 1952. In- 
terscience Publishers, New York, $15. 

Chemical and engineering news, June 2, 1952, 
p.2334. % col. 

“It is for the chemist the book has been 
written, and the papermaking processes are 
considered from the standpoint of colloid and 
physical chemistry . . The author has per- 
formed a great service in bringing together a 
vast amount of valuable chemical information 
from many sources, most of which is not avail- 
able to the mill chemist. Volume I is well 
recommended as a desk book, not only for the 
research chemist, but also for the operating 
chemist and the control chemist in the pulp 
and paper industry.” John L. Parsons. 

Industrial laboratories, June 1952, p.14. % 
col. 
“Written for the paper chemist or student 
rather than the plant superintendent . . . It is 
apparent that a tremendous amount of work 
has gone into this book. The extensive refer- 
ences, detailed explanations and exhaustive 
coverage make this a truly monumental work 
in the field. Every paper chemist will want a 
copy for his private library and will find occa- 
sion to refer to it daily.” N. J. B. 


Catcheside, D. G. Genetics of micro- 
organisms. 2238p. 1951. Pitman, London, 
21s. 

Eugenics review, April 1952, p.46. % col. 

“The publication of this authoritative, crit- 
ical, clear and balanced account of the field as 
a whole was an urgent necessity not only for 
geneticists but also for biochemists, micro- 
biologists and virologists. Complete with its 
classified bibliography of about 260 titles, this 
is a book of the utmost usefulness which will 
find a wide circulation.” H. Griineberg. 

Nature, May 17, 1952, p.808. 1% col. 

“Many geneticists will be indebted to Prof. 
D. G. Catcheside for having collected in this 
book the essential facts relating to our present 
knowledge of the genetics of micro-organisms. 
Prof. Catcheside is an all-round and distin- 
guished cytogeneticist, so the theme is in good 
hands.” O. Winge. 

Science, April 18, 1952, p.432. % col. 

“Well written, compact, and ‘meaty’—but the 
full appreciation of certain genetic implications 
may require some previous knowledge of gen- 
etics . . . Although the text was completed in 
February 1949, it is surprisingly up to date 
and complete ... This reviewer considers that 
the book has been well planned and _ success- 
fully written. There are remarkably few errors 
either by the printer or by the author. The 
treatment of the material may not be as ele- 
mentary as the preface implies.” Sterling Emer 
son, 


Caverly, Don. Primer of electronics 
and radiant energy. Ed.2. 344p. 1952. Mc- 
Graw, New York, $5.50. 

Electrical world, June 16, 1952, p.247. % 
col. 
“This book differs from many written in the 
electronic and engineering field in that it is 
not written for the engineer alone. Instead it 
is primarily aimed at the man in the street or 
the housewife, so they too may know some- 
thing of electronics and radiant energy.” 

Radio & television news, Aug. 1952, p.124. %& 
col. 
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“A layman's book designed to make the sub- 
ject of electronics understandable to persons 
without technical training in that field. The 
author has attained the often-impossible goal 
of presenting a potentially-complex subject in a 
thoroughly lucid style.” 

Radio-electronics, July 1952, p.113. % col. 

“This primer will satisfy the curiosity of the 
layman, provide a good background for the 
student and serve as a refresher for those who 
bave fallen behind in their knowledge of elec- 
tronics and physics. The treatment is non- 
technical. No knowledge of the subject is pre. 
sumed . The author tells an interesting 
story in a clear and readable manner. Photos 
and diagrams are included throughout.” J. Q. 


Champion, F. A. Corrosion testing 
procedures. 370p. 1952. Wiley, New York, 
$6.25. 

American metal market, Aug. 7, 1952, p.2. 
% col. y 

“This excellent book does not go deeply into 
the theoretical aspects of the subject but delves 
into the practical problems of corrosion of 
metals in service and the production of metal 
of adequate corrosion resistance . . . Should be 
a worth-while addition to the library of not only 
those directly interested in techniques for test- 
ing corrosion but also to metallurgists, con- 
servation experts, plant executives, design en- 
gineers, and metal industry administrators who 
may be concerned with the vital subject of cor- 
rosion.” 

Electroplating, Aug. 1952, p.263. % col. 

“This book does not set out to give any 
guidance towards the assessment of protective 
coatings but to quote and discuss procedures 
for estimating the degree of corrosion which 
has taken place and to assess the effects of 
that corrosion on the metal and on the environ- 
ment. Nevertheless, it should be of consider- 
able interest not only to those concerned with 
the production of metal of adequate corrosion 
resistance but indeed to all those who are in 
any way concerned with the corrosion of metals 
in service.” 

Plant engineering, Aug. 1952, p.158, 160. % 

1 


col. 

“Will be of particular interest to investi- 
gators concerned with practical problems in the 
corrosion of metals in service and the produc- 
tion of metal of adequate corrosion resistance.” 


Clark, W. Mansfield. Topics in physical 
chemistry. Ed.2. 777p. 1952. Williams & 
Wilkins, Baltimore, $10. 

Chemical and engineering news, June 30, 1952, 
p.2735. % col. 

“The chapter headings are identical with 
those of the first volume, no new ones having 
been added, and it is not until Chapter 14 that 
we note substantial revision of presentation. 
New material has been included later in the 
book, chiefly towards the end of each chapter.” 
Kenneth Hickman. 

Journal of chemical education, July 1952, 
p.373. 1 col. 

“This book, written as a supplementary text, 
is too voluminous to be covered in a one- or 
even two-semester course. Nevertheless, it can 
be used as a text for premedical physical chem- 
istry by selection of subject matter and with 
the use of other reference works . . . Written 


with sufficient clarity, in an almost conversa- 
tional style, so that it can be used later by the 
student with little or no outside help, once he 
has been introduced to the subject. 


It is there 
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fore a good reference work for the medical stu- 
dent and for the graduate biological student.” 
Jay A. Young. 


Clarke, N. Physics as a career. 70p. 


1951. Institute of Physics, London, 6s. 
Chemical age, May 10, 1952, p.734. % col. 
“Contains all the relevant facts that a stu- 

dent might desire to know when contemplating 

a career as a physicist . .. The material is 

very well arranged and a copy should be kept 

in all senior school libraries, while the science 
master ... will find the large content of con- 

erete and pertinent information invaluable .. . 

The Institute of Physics is to be congratulated 

on producing such a complete and satisfactory 

review of the opportunities ra employment of 

a physics student.” M. R. 

Journal of scientific pS July 1952, 
p.239. % col. 

“Gives guidance on the available avenues of 
training which lead to professional recognition 
as a physicist, together with factual informa- 
tion and comments on the main openings for 
employment.” 


Clauser, H. R. Practical radiography 


for industry. 301p. 1952. Reinhold, New 
York, $7.50. 
Chemical and engineering news, Aug. 25, 


1952, p.3567. % col. 

“Anyone interested in radiography will enjoy 
reading [this book] . and refreshing his 
knowledge of the various aspects of this im- 
portant industrial tool.” George Sachs. 

Chemical week, May 17, 1952, p.65. 8 1. 

“A how-to-do type of book on radiography and 
its use in industry, gives information on the 
procedures, exposure factors, techniques and 
materials involved in performing radiographic 
inspections. A brief summary of basic prin- 
ciples appears here, but it is the practical which 
is stressed.” 

Foundry trade journal, Aug. 7, 1952, p.161. 
1 col. 

“For industrialists who have recently in- 
stalled or who are about to install X-ray or 
gamma-ray equipment for inspection purposes, 
this handbook will be of immense value. Most 
of the contents of the book are taken from 
previous publications and compiled in such a 


manner as to become most useful to the 
radiographer.” R. J. H. 
Industrial laboratories, Aug. 1952, p.12. % 


col. 

“Gives adequate coverage of most of the 
important industrial uses of radiography but 
is not an exhaustive review or treatise on the 
subject. As such it should have a definite field 
of utility to the industrial radiographer who 
needs general knowledge of the field and who 
is not concerned with equipment maintenance 
or repair.” N. J. B. 

methods, June 1952, p.232, 2384. 
col 

“Written for those who are now or who will 
be engaged in planning and performing radio- 
graphic inspection of materials and parts in 
the manufacturing industries . . . Presents prac- 
tical working information on modern radio- 
graphic techniques and radiograph interpreta- 
tion.” 

Product engineering, June 1952, p.286, 288. 


col. 

“Unique in its practical, how-to-do-it ap- 
proach, this useful volume provides radiogra- 
phers, inspectors, metallurgists, engineers, tech- 
nicians—in fact, anyone concerned with the 
non-destructive testing of materials—with con- 
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erete working information on modern radio- 
graphic techniques.” 

Conant, James B., & Blatt, A. H. Chem- 
istry of organic compounds. Ed.4. 655p. 
1952. Macmillan, New York, $5.90. 

Chemical week, May 24, 1952, p.47. 7 1. 

“An elementary course in organic chemistry, 
this volume covers essential facts of the subject, 
along with ‘empirical generalizations.’ This 
edition contains new material on the mechan- 
isms of organic reactions and on the directions 
which reactions follow.” 


Conroy, Bernard Frederick. Motor 
freight workshop. 250p. 1952. Exposition 
Press, Inc., New York, $10. 

National provisioner, May 31, 1952, p.34. % 
col. 

“One of the first authoritative texts on this 
segment of the transportation industry, this 
book will interest traffic managers of meat pack- 


ing plants. The author, who has many years 
practical experience in the field, covers all 
facets of truck transportation Though 


written from the point of view of the motor 
transport firm, shippers of freight will find it 
of interest.” 


Cotton, H., & Golding, E. W. Founda- 
tions of electrical engineering. 301p. 1952. 
Pitman, London, 20s. net. (Pitman’s na- 
tional certificate series.) © 

Mechanical world, May 1952, p.234. 10 1. 

“This volume is for students of electrical en- 
gineering. It is confined to fundamental prin- 
ciples and DC apparatus and is to be followed 
by a second volume which will take the subject 
further. <A useful feature of the text is the 
inclusion of lists of suggestions for experi- 
mental work.” 


Coulson, Charles A. Valence. 338p. 
1952. Oxford, New York, $5. 

Chemical week, June 7, 1952, p.63. 11 1. 

“A treatise on the theory of valence, from 
the approach of modern wave mechanics, the 
book develops both of the two main competing 
theories—the molecular orbital and valence- 
bond methods—in parallel manner and examines 
the chief ideas, methods and techniques behind 
each of them. The author deals with diatomic 
and polyatomic molecules as well as with aro- 
matic systems.” 


Cowie, George A. Potash; its produc- 
tion and place in crop nutrition. 172p. 
1951. E. Arnold, London, 21s. 

Fertilizer review, April-June 1952, p.19. 11 1. 

“Briefly covers the production and use of 
potash fertilizers throughout the world. Be- 
cause of the wide scope of the book, the dis- 
cussions are superficial . . . Brings together in 
one volume much useful information on this 
important fertilizer constituent.” 

Science progress, July 1952, p.556. 4 p. 

“The information on the manufacture and 
use of the potassium-containing fertilisers is 
scattered throughout the literature, and in col- 
lating it Dr. Cowie has done a valuable piece 
of work, which gives a complete picture of the 
whole subject of potassium in agriculture .. . 
The author is to be congratulated on this most 
readable work, which fully justifies his hope 
that it will be suitable for the lecturer, the 
student, the farmer and the agricultural mer- 
chant.” S. J. Watson. 
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Dale, Ernest. Planning and developing 
the company organization structure. 2382p. 
1952. American Management Assoc., 330 
W. 42nd St., New York, $4.50 (Members, 
$3). (Research report, no.20.) 

Modern machine shop, June 1952, p.334, 336. 
col. 

“An analysis of the development and change 
of the organization structure of the individual 
company. It is an attempt to combine the 
systematic thinking on this subject with the 
‘rule of thumb’ of practical experience. It es- 
says an integration of the formal structure of 
the enterprise with the human forces that mold 
and are molded by it. Thus, it is designed to 
aid the practical man of affairs as well as the 
student of organization.” 

Oil, paint and drug reporter, June 9, 1952, 
p.36. % col. 

“Divided into two parts. Part I deals with 
the dynamics of organization. This is an analy- 
sis of the major organizational problems as 
they arise at various stages of the company’s 
growth. Part II deals with the mechanics of 
organization, offering detailed guidance for 
analyzing the existing structure and modifying 
or changing it, in the light of the best estab- 
lished practices, to conform to the needs of the 
individual company.” 

p.198. % 


Plant engineering, 
col. 

“What is meant by company organization? 
How do individuals function within an organi- 
zation singularly and in a body? Where do 
committees come in? What are some of the 
different types of organizational set-ups? An- 
swers to questions such as these can be found 
in the pages of this interesting research study 
along with other details on organization.” 

Denman, Frank. Television; the magic 
window. 60p. 1952. Macmillan, New York, 
$2. 
Broadcasting, June 16, 1952, p.70. 12 1. 
“Television is traced from its earliest be- 
ginnings in terms easily understood by any 
junior high school pupil in this book ... An 
excellent book for children interested in the 
scientific aspects of how television operates. 
Perhaps its chief value to professional tele- 
casters, is that it would be [a] perfect gift 
for any uninitiated who wants to know, ‘What 
makes television run’?”’ 


Derby, John. Ail about television. 171p. 


1952. Popular Mechanics, Chicago, $3. 
Radio-electronics, June 1952, p.111, 113. \% 
1 


June 1952, 


col. 
“Written especially for the person who knows 
little or nothing about television . . . Describes 
how TV works and gives hints for making it 
work when it doesn’t. It tells how to choose 
a set, erect an antenna, adjust focus and the 
ion trap, replace tubes, and make other simple 
repairs. Jobs of this type are within the 
capabilities of many careful laymen who have 
had no experience with electronics. There is 
also information on more delicate complicated 
(and even dangerous) repairs . . . Theory is 
given from a very elementary and popular view- 
point.” 


Ebaugh, Newton C. Engineering ther- 
modynamics. Ed.2. 398p. 1952. Van Nos- 
trand, New York, $5.75. 


Heating, piping & air conditioning, June 1952, 
p.234. col. 


TECHNICAL BOOK REVIEW INDEX 


“Arranged primarily as a text for students 
who have studied general physics, inorganic 
chemistry, and mathematics through the cal- 
culus. The first eight chapters cover funda- 
mental data . . . Subsequent chapters deal with 
flow of fluids, steam engines, gas power cycles, 
refrigeration cycles, flow of heat, and other 
fields of application.” 


Eisenberg, James. Silk screen printing. 
55p. 1952. McKnight, - Bloomington, IIL, 


$1.25. 
Printing equipment engineer, June 1952, p.93. 
col. 


“The combination of maximum use of line 
illustrations to portray the idea accompanied 
with a minimum amount of text is the most 
prominent characteristic of James Eisenberg’s 
book . . . The author has succeeded in blending 
this difficult combine into an instruction manual 
of the silk screen process which should be of 
particular value to beginners, students and 
those who aspire to take the process up as a 
hobby. Silk Screen Printing is elementary in 
principle.” 


Elliott, Alfred M. Zoology. 719p. 1952. 


Appleton, New York, $6. 
Nature magazine, June-July 1952, p.286. % 
1 


“There are seven parts to the book—Zoology 
as A Science, Life: Its Beginnings and Nature, 
The Organized Animal, The Rise of Animal Life, 
Organ Systems of Man, Continuity of Life and 
Organic Evolution. These parts are success- 
fully integrated.” 


Elliott, Arthur, & Dickson, J. H. Lab- 
oratory instruments; their design and 
application. 414p. 1951. Chapman & H., 
London, 32s. 

a engineering, June 1952, p.297. % 


“Contains a wealth of information of prac- 
tical value in designing new equipment and 
should be generally useful to all engaged on 
instrument construction . . . No attempt has 
been made to cover the whole field, and the 
main emphasis is on mechanical construction 
and optical instruments . ..A valuable feature 
. . . is the large number of references given to 
authoritative works on the various ramifications 
of the subjects treated.” W. 0. Price. 


Ennes, Harold E. Broadcast operator’s 
handbook. Ed.2. 440p. 1951. John F. Rider, 
New York, $5.40. 

— of the I.R.E., June 1952, p.737. 
col. 

“Valuable to the inexperienced broadcast tech- 
nician. The material is drawn from the author’s 
experience manufacturers’ instruction books, and 
publications of the FCC. The instruction given 
is of use only to technicians concerned with 
specific equipment for which the book was 
written. Without availability of the equipment 
described, the instruction given is of little 
value. Other parts of the book are very read- 
able and give useful information on broadcast 
subjects.” Orrin W. Towner. 


Eshbach, Ovid W., ed. Handbook of en- 
gineering fundamentals. Ed.2, revised. 
1315p. 1952. Wiley, New York, $10. 
(Wiley engineering handbook series.) 


Heating and ventilating, Aug. 1952, p.120. % 
col. 


SEPTEMBER, 


“One of the purposes of this book is to pre- 
sent a ready reference to the basic ideas of 
applied science and mathematics for those 
studying the subjects and for those who wish 
to be brought up to date on fundamental con- 
cepts.” 

Journal of the American Water Works Asso- 
ciation, Aug. 1952, p.20 P&R. 10 1. 

“Continues to combine in a single volume an 
enormous quantity of tables, formulas, and 
other information for basic engineering refer- 
ence . .. The necessary compression of state- 
ment makes the book helpful to those who need 
only a reminder of the facts being consulted, 
but occasionally puzzling to others.” 

Refrigerating engineering, Aug. 1952, p.843. 


col. 

“Includes new knowledge and a change of 
emphasis in certain subjects. Engineering tables 
have been enlarged to include structural sizes 
for aluminum. The section on electricity and 
magnetism and the last section on engineering 
law have been completely rewritten. The treat- 
ment of mathematics has been completely re- 
vised. Some of the simple and commonly 
known items previously introduced for com- 
pleteness have been eliminated, and greater 
stress placed on statistics, determinants, and 
vector analysis. The Second Edition is even 
better than the First, which was excellent.” 


Ewbank, Henry L., & Lawton, S. P. 
Broadcasting; radio and television. 528p. 
1952. Harper, New York, $4.50. 

Broadcasting, June 16, 1952, p.70. % col. 

“Written in ‘non-technical’ language ‘prima- 
rily for college students and program staff 
members of radio and television stations,’ [and] 
is in textbook style with reading lists, exercises 
and assignments after each chapter .. . In- 
cludes a basic bibliography and glossary.” 


Fenton, F. A. Field crop insects. 405p. 
1952. Macmillan, New York, $5.75. 

Scientific monthly, July 1952, p.68. % col. 

“Covers essentially the subject matter taught 
by the author in a course on field-crop insects 
designed for students in agriculture 
fairly comprehensive elementary survey of the 
subject and should be a good text or reference 
book for students, county agents, and farmers.” 
Cc. M. Packard. 

Soil science, May 1952, p.416. 11 1. 

“The 17 chapters deal with insect 
abundance and distribution, the nature and use 
of insecticides, control by physical, mechanical, 
cultural, and biological means, plant quaran- 
tine and pest control campaigns, and leaf-de- 
stroying, sap-sucking, fruit-feeding, soil-inhabit- 
ing, and boring insects and those that feed on 
floral parts, seeds, and farinaceous material 
. . . Designed for use in a beginning course for 
agricultural students. The illustrations are 
well chosen and very useful in understanding 
the text.” 


Ferris, G. F., & Stojanovich, C. J. 
Sucking lice. 8320p. 1951. Pacific Coast En- 
tomological Soc., San Francisco, $6. 
(Memoirs, v.1.) 

Nature, May 24, 1952, p.852. 2% col. 

“The book is undoubtedly by far the most 
important contribution to our knowledge of the 
Anoplura since the same author’s ‘Contributions 
toward a Monograph of the Sucking Lice’. It 
is, and will long remain, an absolute essential 
to any student of the group.” G. H. E. Hopkins. 
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Fisher, Charles H. Carburation. v.2. 


279p. 1952. Chapman & H., London, 36s. 

Automobile engineer, May 1952, p.193. 1 col. 

“An up-to-date book of this type is invaluable 
to automobile engineers. Carburettors can prove 
very troublesome when they are unbalanced or 
when it is required to overhaul them and tune 
them for specific conditions. This work can- 
not be undertaken without a comprehensive 
knowledge, and the information to be found in 
this book is not of the type that can be re- 
membered in detail, reference to the illustra- 
tions at least would be essential.” 


Fowler, Bertram B. Men, meat, and 
miracles. 245p. 1952. Messner, New York, 


National provisioner, May 24, 1952, p.14. % 
col. 
“In this absorbing story of the great meat 
packing industry in Chicago, the author writes 
of the forces and conflicts which transformed 
the meat industry ‘from a morass into a mir- 
acle’.” 


Fox, Cyril S. Water; a study of its 


_properties, its constitution, its circulation 


on the earth and its utilization by man. 
148p. 1952. Philosophical Library, New 
York, $8.75. 

American _ scientist, 
col. 

“[The author] has assembled a vast amount 
of data, mostly drawn from earlier reference 
works, but wherever possible he has avoided 
elaborate scientific details. In many instances, 
practical examples of the subject under con- 
sideration are illustrated with photographs.” 

Discovery, July 1952, p.232. 11 1. 

“A very comprehensive survey of water in 
all its many geological aspects accompanied by 
many diagrams, illustrations and tables . 
Information is presented simply and clearly 

. Part 3 which covers the utilisation of 
water, which, although short, contains much 
useful information and is up to date in outlook 
and content.” F. A. Henson. 

Economic geology, June-July 1952, p.466. % 


July 1952, p.530. % 


Dp. 

“This short book, printed in Great Britain, 
is the first to be published as one of a series on 
water supply being prepared by Technical Press, 
Ltd. . . Intended to provide the reader with 
an outline of its science of water, both theoret- 
ical and practical . . . Little of the subject 
matter appears to be new, and much of it is 
drawn from older references . . . One wonders 
. .. Why the price should be $8.75 for an under 
illustrated book of 148 pages!’ 

Engineering, July 11, 1952, p.35. 3% col. 

“A book that will appeal to the novice in 
geology and engineering without, we believe, 
losing its attraction for the more knowledge- 
able reader.” 

Journal of the Franklin Institute, July 1952, 
p.89. % -p. 

“An interesting treatise, and since its aim of 
being as nontechnical as possible is largely 
realized, the layman should derive as much 
pleasure from it as the engineer does informa- 
tion. Three parts comprise the volume: the 
natural history, the work done, and the utiliza- 
tion of water.” HE. W. Hammer, jr. 

Scientific American, Aug. 1952, p.70. % col. 

“An exceptionally interesting volume, simply 
and clearly written ... The price is exorbitant 


for a book of 150 pages.” 
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Friedman, Arnold P. Modern headache 
therapy. 164p. Mosby, St. Louis, $4. 

Drug & cosmetic industry, May 1952, p.663. 
% col. 

“The observations recorded herein are based 
upon experience derived both from a_ private 
practice devoted primarily to the study and 
treatment of headache and from the records of 
three headache clinics. A clinical evaluation 
ot the newer therapeutic agents is presented 

. Should prove useful to the practitioner 
and the medical student as a basic guide in 
headache therapy.” 

Fuchs, Edgar, & Bradley, H., ed. Weld- 
ing practice. v.8: Welding on non-ferrous 
metals. 1883p. 1952. Butterworths Scien- 
tific Publications, Ltd., Bell Yard, Temple 
Bar, London, W.C.2, 22s. 6d. net. 

Mechanics, May 16, 1952, p.76. % col. 

“Deals with the welding of non-ferrous 
metals, the chapter headings indicating the 
particular metal as follows: copper, brasses and 
bronzes, nickel and nickel-rich alloys, silver, 
aluminium and its alloys, lead, and finally braz- 
ing of ferrous and non-ferrous metals ... 
There is a glossary of welding terms at the 
end of the book. There are 123 diagrams and 


photographic illustrations.” 


Alfred, & Myers, G. C., jr. 
3438p. 


Gessow, 
Aerodynamics of the helicopter. 


1952. Macmillan, New York, $6. 

Aero digest, July 1952, p.36. % col. 

“The technical bookshelf for the helicopter 
engineer is growing rapidly and here is a 
monumental contribution . .. Both authors are 
NACA-trained engineers and ... the book has 
been erected on the basic structure of more 
than 70 scientific papers published by the 
NACA in its 15-year study of the problem. 
With this background of training and prepara- 
tion, the authors have built a lucid and com- 
prehensive structure unmatched in present lit- 
erature.” 

Journal of the Franklin Institute, June 1952. 
p.613. % p. 

“Since the authors’ wealth of experience in 
the helicopter field was gained in the Flight Re- 
search Division of the Langley Labs. of the 
NACA, they were well qualified to assemble and 
organize the past and most recent rotary wing 
material into such a complete and practical 
guide in the theoretical and physical terms 
most useful to the student and engineer alike. 
An extensive bibliography of all NACA papers 
on the subject, as well as papers from other 
sources, is given in the appendix.’”’ Samuel M. 
Berkowitz. 

Goldschmidt, Richard B. Understanding 
heredity. 228p. 1952. Wiley, New York, 
$3.75. 

Nature magazine, June-July 1952, p.286. 7 1. 

“A primer of genetics, an introduction to 
this subject written by one of the world’s lead- 
ing geneticists . . . A volume that is under- 
standable, and can be enjoyed by those without 
a scientific background, but who are interested 
in the riddle of heredity.” 

Graber, Paul J., ed. Common carrier 
pipe line operations and accounting. 220p. 
1951. Ross-Martin Co., 423 E. Fourth St., 
Tulsa, Okla., $7. 

Journal of accountancy, June 1952, p.740. % 
col. 
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“Provides, for those interested in the prob- 
lems peculiar to this industry, study materials 
which explain the background and nature of 
the more important accounting aspects of pipe 
line operations, and suggest the manner in 
which they are being solved ... There are many 
pictures, charts, tables; and the authors and 
editor may be proud of having achieved a gen- 
erally higher level of excellence than is some- 
times found when more than two people col- 
laborate.” 


Graham, C. Small commu- 
tator motors. 2838p. 1952. Technical Press, 
Surrey, England, 40s. net. 

Blectrical review, July 25, 1952, p.172. % 
col. 

“Essentially a practical, non-mathematical 
book dealing with d.c., universal and repulsion 
types of motors . . . Suitable for persons hav- 
ing practically no previous knowledge of elec- 
trical matters since the.subject is treated grad- 
ually from first principles, starting with the 
principles of magnetism, electromagnetism, in- 
duction and motors of various designs; all of 
which are clearly explained and profusely illus- 
trated by diagrams. The author is to be con- 
gratulated on the clarity of the diagrams... 
Should be useful to students, winders and to 
service men generally.” J. L. W. 

Electrician, May 16, 1952, p.1645. % col. 

“A practical book on a.c. and d.c. commutator 
motors from the American angle concentrating 
on the needs of the service and maintenance 
man rather than those of the theorist 
Those concerned with maintenance and repair 
work on small motors will find the book ex- 
ceedingly useful, not least for its many prac- 
tical suggestions.” 


Greeley, William B. Forests and men. 


255p. 1951. Doubleday, New York, $3. 

Garden journal of the New York Botanical 
Garden, May-June 1952, p.90. % col. 

“Up to date, gives the best coverage of private 
forestry, and ... is good reading in addition 
to being historically informative . . . The read- 
er cannot help but be impressed with Greeley’s 
presentation of the magnitude of current for- 
estry effort. The magnitude of the job still to 
be done is less movingly portrayed.” Hardy L. 
Shirley. 


Groggins, Philip H., ed. Unit processes 
in organic synthesis. Ed.4. 9387p. 1952. 
McGraw, New York, $12.50. (Chemical 
engineering series.) 

Chemical and engineering news, July 21, 1952, 
p.3032. col. 

“The fourth edition . . . does not replace the 
other three editions, but is an addition to ‘the 
set’ and no doubt will become quite as worn out 
or broken in, filled with marginal information, 
as the valuable first three editions. The editor 
and his collaborators are to be commended for 
their great service to the chemical engineering 
profession.” Frank C. Vilbrandt. 

Chemical week, April 5, 1952, p.49. 8 1. 

“Concerned with the fundamentals underlying 
unit processes—as involved in the converting of 
organic raw materials into usable products. 
Stressed in this edition is the significance of 
kinetics and thermodynamics in chemical en- 
gineering.” 


Guenther, Ernest. The essential oils. 
v.5: Individual essential oils of the plant 


families. 507p. 1952. Van Nostrand, New 
York, $9.75. 

American perfumer and essential oil review, 
May 1952, p.371. % col. 

“As the result of much research and the 
co-operation of leading producers and experts 
throughout the world the information is fully 
up to date and as is the case with everything 
written by Dr. Guenther, is authoritative ... 
One more volume is now in preparation which 
will complete the set. The work as a whole is 
the ablest contribution to the subject in over a 
quarter of a century; and when completed 
promises to be the standard work on essential 
oils for many years to come.” 

Chemical and engineering news, July 14, 1952, 
p.2935. % col. 

“Deals with the production, physiochemical 
properties, chemical composition, and uses of 
individual essential oils . . Among the oils 


discussed are: rose, nutmeg, pepper, sandal- 
wood, ylang ylang, cardamon, ginger, star 
anise, jasmine, cananga, canomile, violet, bal- 


sam copaiba, balsam Peru, 
Lawrence P. Miller. 

Food engineering, May 1952, p.200. % col. 

“Many oils of importance to the flavor chem. 
ist are discussed in detail . . . Groupings are 
within the botanical families to which the 
corresponding plants belong, thus making for 
ready reference. Of particular interest are the 
many illustrated and detailed descriptions of 
the processing of the essential oils. Offering a 
better understanding of the ‘background’ of 
these ingredients, they should prove of value 
to users in drafting up-to-date specifications. 
World productivity conditions are also care- 
fully anaylzed by the author. This informa- 
tion will be helpful to processors interested in 
long-range availability of the oils.” 


Guenther, Ernest. The essential oils. 
v.6. 481p. 1952. Van Nostrand, New York, 
$9.75. 


Journal of the American Pharmaceutical As- 
sociation, scientific edition, Aug. 1952, p.456. %& 


and wormwood.” 


“The editor and those who have contributed 
are to be congratulated upon the successful 
completion of a well-conceived project designed 
to furnish complete information on the essential 
oils. The value of the work is enhanced by an 
index to Volumes I-VI inclusive, and the in- 
clusion in the final volume of a botanical classi- 
fication of essential oil plants.” 

Oil, paint and drug reporter, June 2, 1952, 
p.36. col. 

“Completes the series on ‘The Essential Oils’ 
. « « Composed of monographs describing indi- 
vidual oils. A large section . . . is devoted to 
pine oils and an authoritative and detailed 
chapter, by Dr. Leo Goldblatt, deals with the 
turpentine and related oils of the American 
naval stores industry ... For the botanist, a 
table showing the taxonomic classification of 
all the essential oils described in the volumes 
has been included at the end of volume six.” 


Hammond, Rolt. Civil engineering plant 
and methods. 229p. 1952. Benn, London, 
25s. net. 

——w engineering, Aug. 1952, p.313. % 
co. 


“This book is in the nature of a causerie on 
current civil-engineering equipment and prac- 
tice . . . Consists largely of sketch accounts of 
specific constructional schemes that are re- 
garded by the author as holding some special 
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interest, and of descriptions of plant and ma- 
chinery, with due reference to manufacturers’ 
specialties.” 

Mine & quarry engineering, June 1952, p.182. 
% col. 

“Primarily concerned with up-to-date plant 
and methods . Divided into ten chapters, 
each dealing with one particular phase of civil 
engineering practice . . . The material is pre- 
sented throughout in a manner that maintains 
the interest of the reader.” 

Surveyor, May 24, 1952, p.328. %4 col. 

“A welcome addition to the civil engineer’s 
library, since Mr. Hammond makes a fresh ap- 
proach to his subject, avoiding any tendency to 
write either a textbook or a catalogue . .. In 
the course of ten short chapters the author 
covers a wide field .. . There are 14 excellent 
photographs of machines at work ... There are 
also many diagrams, but these are too rough 
and sketchy to be as useful as they should.” 

Water power, June 1952, p.236. %4 col. 

“This book is in the nature of a causerie pn 
current civil-engineering equipment and prac- 
tice . . . Consists largely of sketch accounts of 
specific constructional schemes that are re- 
garded by the author as holding some special 
interest, and of descriptions of plant and ma- 
chinery, with due reference to manufacturers’ 
specialties. This somewhat discursive treat- 
ment does not go deeply into the subject, nor 
is it comprehensive, but it provides a readable 
commentary on present-day trends in practical 
constructional work.” 

Hansen, H. M., & Chenea, P. F. Me- 
chanics of vibration. 417p. 1952. Wiley, 
New York, $8. 

American machinist, May 26, 1952, p.192, 194. 
% col. 

“Covers basic vibration calculations and ap- 
proaches to the problem of vibration in a thor- 
ough, college-level manner, intended for either 
advanced undergraduate or graduate work. The 
authors have no bone to pick with existing 
reference books on vibrations, but have at- 
tempted to provide a textbook usable by en- 
gineering students.” 

Journal of the Franklin Institute, Aug. 1952, 
p.182. % p. 

“Based upon an elementary course in dy- 
namics, this new textbook presents the basic 
principles of the mechanics of vibration at a 
level primarily for undergraduate engineering 
students, although the book may be used as 
part of an introductory graduate course in this 
subject. For practicing engineers who feel the 
necessity of reviewing the subject matter, this 
book can very well serve the purpose.” S. Charp. 

Machinery (New York), June 1952, p.258. % 
col. 
“Divided into three parts, the book deals 
first with systems of one degree of freedom— 
free vibration without damping, forced vibra- 
tions without damping, and forced vibrations 
with damping. The second part considers 
several degrees of freedom, dealing in par- 
ticular with the classical method, the nobility 
method and use of the complex variable, and 
the solution of the general frequency equations. 
Part 3 deals with the following special topics: 
systems with distributed physical constants, vi- 
bration of transient character, and vibrations 
of a non-linear character.” 

Modern machine shop, June 1952, p.328, 330. 


col. 

“Said to present the fundamental theory otf 
vibration in a manner that is neither too ele- 
mentary nor too advanced. The basic principles 
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presented can be readily applied to vibration 
problems.” 


Harding, Keith. Lace-furnishing manu- 
facture. 198p. 1952. Macmillan, New York, 
18s. net. 

Journal of the Textile Institute, April 1952, 
p.P224. % p. 

“The technical literature on the manufacture 
of lace is so scanty that the publication of a 
new book is an outstanding event and the 
author is duly to be congratulated on his con- 
tribution . . . Issued at a price which makes 
it readily available to workers and students in 
the industry and its scope is consequently re- 
stricted to those matters to which the author 
attaches most importance. For this reason the 
book is of considerable use as a handbeok to 
those directly engaged in the manufacture of 
lace furnishings but it is of little value to the 
layman or student of general textiles who 
might wish to know how lace is made.” 0. H. 
Edwards. 

Harkins, William D. Physical chem- 
istry of surface films. 4183p. 1952. Rein- 
hold, New York, $10. 

Chemical week, May 31, 1952, p.44. 8 1. 

“A detailed treatise covering the author’s 
experimental and theoretical studies in two im- 
portant fields of physical chemistry—surface 
chemistry and solubility. A final section deals 
with the mechanism of emulsion polymeriza- 
tion, the subject the author was working on 
at the time of his death.” 


Haycock, A. H. Spindle moulding. 124p. 
1952. Technical Press, London, 10s. 6d. 


net. 

Mechanical world, May 1952, p.234. % col. 

“(The author] explains the basic principles 
underlying the operation of the cutters used in 
spindle moulding, and deals with the various 
blocks and holders, together with the standard, 
and some not so well known methods of work- 
ing this kind of machine. Straight and curved 
work and the use of jigs are all treated... 
Amply illustrated by photographs and line 
drawings.” 


Heckert, J. Brooks, & Willson, J. D. 
Controllership; the work of the account- 
ing executive. 631p. c1952. Ronald, New 
York, $7.50. 


Accountants 
col. 

“An integrated and comprehensive treatment 
of controllership as a distinct business function 
. . . Most of the available information on con- 
trollership at the present time is presented 
within the covers of this well-written volume. 
Practically every page contains material of in- 
terest and value to the accountant ... A must 
for his library.” 

American business, June 1952, p.62. 12 1. 

“Apparently covering every phase of opera- 
tion that could ever face a controller, this 
comprehensive volume is an excellent hand- 
book for any executive in the accounting field.” 

Chemical week, June 14, 1952, p.48. 9 1. 

“Book discussing controllership as a distinct 
business function, points out the practical use 
of financial facts and figures in making execu- 
tive decisions. Included here are sections ex- 
plaining accounting control of operations, ac- 
counting reports and administration details. 
Numerous charts, reports, graphs and forms 
supplement text.” 


digest, June 1952, p.246. % 
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N.A.C.A. 
p.1277. 12 1 

“This volume by an outstanding teacher and 
writer in the accounting field and a collaborator 
experienced in both the public and industrial 
accounting fields, is divided into five sections. 
These, in turn, identify the controllership func- 
tion, cover a long roster of operations control 
problems, deal with a variety of accounting re- 
ports, analyze the controller’s own administra- 
tive problems, and take up such miscellaneous 
nuts-to-crack as physical inventory procedure, 
tax records and insurance records.” 


Hewitt, H. Modern lighting technique. 
215p. 1952. E. Arnold, London, 21s. 
Electrical review, July 25, 1952, p.172. % 


bulletin, June 1952, section 2, 


col. 

“Although the author might, perhaps, have 
chosen a somewhat less ambitious title for this 
book, it should prove of considerable value to 
the student of illuminating, engineering, as it 
covers very fully certain parts of the syllabus 
for the City and Guilds intermediate examina- 
tion . . . The production of the book is excel- 
lent and the diagrams are well set out and 
clear.” J. W. T. W. 

Electrical times, 
col. 

“(Primarily intended for] illuminating en- 
gineers, electrical contractors, architects and 
builders, and maintenance engineers responsible 
for lighting public thoroughfares.” 

Electrician, July 4, 1952, p.63. % col. 

“Divided into five parts, the first three of 
which deal with the fundamentals of light and 
sight, artificial light sources, the principles and 
means of effective light control, and elementary 
design methods for interiors . . . One chapter 
is devoted to the general lighting problem and 
covers the various aspects and factors which 
have to be considered before preparing the de- 
tailed scheme. The remaining chapters are de- 
voted to lighting applications in the industrial, 
domestic and commercial, and street lighting 
fields . . . A book which, written by a prac- 
tising light specialist, will undoubtedly be of 
service to other practitioners.” J. B. H. 

Light and lighting, Aug. 1952, p.291. 1 col. 

“Well written and the subject matter is pre- 
sented in an eminently readable form. The 
diagrams throughout are exceptionally 
clear and well conceived; this should materially 
assist the reader . . . A valuable addition to 
the present limited range of literature on the 
subject. For the student of illuminating en- 
gineering the book will be most useful within 
its well-defined scope.” E£. C. W. 


Hill, Harry. Clean milk. 115p. 1952. 
H. K. Lewis, London, 7s. 6d. net. 

Nature, May 17, 1952, p.812. % col. 

“This useful practical handbook on the pro- 
duction of clean milk describes the sources of 
contamination of raw milk, hygienic methods of 
milking, straining and cooling of milk, cleans- 
ing and sterilization of utensils and milking 
machines, with a rough outline of relevant 
laboratory tests . .. Producers of unsatisfactory 
milk, whose failure arises from lack of knowl- 
edge, and educaticnal workers who advise them, 
will find in this book the practical information 
they need, clearly presented for ready reference 
. . . The book will not appeal to dairy scientists 

. Future editions would be improved by a 
few illustrations, and a fuller treatment of 


July 17, 1952, p.i19. % 


milk-borne pathogens.” E. L. Crossley. 
Hilton, B. Richard. Engineering ma- 
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chine-shop practice. Ed.3. 214p. 1952. Pit- 
man, London, 15s. 
Mechanical world, May 1952, p.234. 4 col. 
“Intended as an introduction to the study of 
production engineering this volume covers the 
fundamentals of machine-shop practice, firstly 
as an aid to practical work and secondly as a 
guide to the technology of the subject.” 
Himmelblau, David. Fundamentals of 
accounting. Ed.4, revised. 1952. Ronald, 
New York, $3.50. 
Accountants digest, 
col. 
“A beginning one-semester text which as- 
sumes no knowledge of bookkeeping on the part 
of the student . .. Covers the complete ac- 
counting cycle in its simplest form and consists 
of a combination of text material, class exer- 
cises, questions and problems, and a coordinated 
practice set. The plan of presentation follows 
the method used with success at Northwestern 
University.” 


Himmelblau, David. Principles of ac- 
counting. Ed.4. 1952. Ronald, New York, 
$3.50. 

Accountants digest, June 1952, p.250. % 
col. 

“Designed for the second semester of the 
first year of accounting study ... Covers con- 
currently the corporate form of business or- 
ganization, the accounting problems peculiar to 
a manufacturing concern, and a record-keeping 
system suitable to a large business . . . The 
combination of text material, questions, prob- 
lems, and a coordinated practice set gives a 
thorough treatment of the subject with a 
maximum economy of time.” 


Hough, Walter S., & Mason, A. F. 
Spraying, dusting and fumigating of 
plants. 726p. 1951. Macmillan, New York, 
$12.50. 

Fertilizer review, April-June 1952, p.19. % 
col. 
“Presented in two parts. Part 1 contains a 
brief history of the development of pest con- 
trol... Part 2 contains a brief description of 
important pests and current suggestions for 
controlling them. The practical viewpoint has 
been stressed throughout.” 

Houghton (E. F.) & Company — Re- 
search staff. Practical metallurgy for en- 
gineers. Ed.5. 600p. The Company, Phila- 
delphia, $3.50. 

American metal market, June 11, 1952, p.9. 
3% col. 

“Keeps pace with new advancements and new 
alloying elements . Sets forth the latest 
standards and practices. Since the company’s 
experience has been centered on problems asso- 
ciated with heat treating for a half century, 
portions of the book covering that subject are 
perhaps the most comprehensive which have 
ever been published Should prove par- 
ticularly valuable to metallurgists, production 
men in the metal working industries, and to 
anyone concerned with metal problems con- 
nected with either the civilian or defense 
economy. Considering the up-to-date and valu- 
able content of the technical presentation, the 
book is perhaps lower priced than any other 
similar volume concerned with metals.” 

Canadian machinery and manufacturing news, 
June 1952, p.293. % col. 


June 1952, p.247. % 
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“Represents more than a year’s work of re- 
vision and checking to bring the previous edition 
up to date. It presents the latest standards 
and practices followed in the metal industry 
today and included [sic] also a discussion of 
future probabilities relating to new metals, new 
alloying elements and new types of heat treat- 
ment. The sections of the book covering heat 
treating are said to be among the most compre- 
hensive published.” 

Hyams, Edward. Soil and civilization. 
3812p. 1952. Thames, New York, $4.50. 

Soil science, May 1952, p.417. % p. 

“This is the interesting work of a philosopher 
who has made an important contribution to our 
thinking, but it is a mere beginning of the 
contribution that could and should be made on 
this subject.” 


Jerrard, H. G., & McNeill, D. B. Intro- 
duction to experimental physics. 576p. 


1951. Harrap, London, 25s. 

Proceedings of the Physical Society, May 1, 
1952, section A, p.379. 1 p. 

“The book appears to be more suitable as a 
volume of reference in the laboratory than as a 
manual to be possessed by every student . . 
Clearly written, well-printed, and stoutly bound. 
Full use is made of graphical methods of repre- 
sentation, including the plotting of logarithms 
. .. Should find a place in many physical labora- 
tories in schools and colleges, where it will 
serve a useful purpose as a singularly full and 
complete textbook of experimental physics.” 


Johnson Research Corporation. Design 
manual for the repair of aluminum alloy 
structures. 206p. The Corporation, Beth- 
page, L. I., $3.50. 

American metal market, May 30, 1952, p.9. 


4 col. 

“Written by personnel who have been de- 
signing and stressing typical repairs under con- 
tract requirements for military and commercial 
aircraft ... Profusely illustrated with drawings 
and diagrams to aid the reader, and contains 
details on practically every conceivable repair 
which might ever have to be made to an 
aluminum alloy structure . .. Written for shop- 
men, design engineers, students and trainees, 
as well as the private owner.” 


Jones, Harold Spencer. General astron- 
omy. Ed.3, revised. 456p. 1951. E. Arnold, 
London, 30s. 

Proceedings of the Physical Society, May 1, 
1952, section B, p.392. % p. 

“Can still be recommended as a sound and 
reliable textbook. The book has been reset and 
a number of new illustrations added. In general 
a conservative selection of material has been 
made, with a welcome bias in favour of ideas 
which are based on, or can be check by, obser- 
vation. Although a few small inaccuracies have 
been noted, this latest revision has for the most 
part been done thoroughly and with good judg- 
ment.” R. O. Redman. 

Jost, W. Diffusion in solids, liquids, 
gases. 558p. 1952. Academic Press, New 
York, $12. 

Chemical age, May 24, 1952, p.797. 1% col. 

“The theoretical chapters are lucid and their 
practical implications are always stressed, for 
Professor Jost is an experimental physical 
chemist writing mainly for his colleagues. The 
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entire treatment is illuminated by carefully 
chosen examples, presented in great detail... 
For each topic, the most important results ob- 
tained up to the present time are surveyed, and 
complete reference lists of the original we 
ture supplied. A noteworthy feature . F 

that it makes available in English the more Pn 
portant continental ‘contributions of the last 


decade . . . Well produced and the reviewer 
discovered no misprints.” H. Mackle. 

Chemical and engineering news, Aug. 11, 
1952, p.3338. % col. 


“Written from the point of view of the 
physical chemist rather than the chemical en- 
gineer. ‘Thus, it does not take up mass transfer 
or eddy diffusion . . . Will be useful to research 
workers and advanced students in the fields of 
diffusion and the solid state.’’ Manson Benedict. 


Kaltenborn, H. S. Meaningful mathe- 
matics; a survey course for college stu- 
dents. 3897p. 1951. Prentice-Hall, New 
York, $4.75. 

School science and mathematics, June 1952, 
p.503. %4 col. 

“The make-up of the book is attractive, and 
there are many excellent illustrations and illus- 
trative exercises . . . In addition to its use as 
a textbook in the college field, this book should 
be a welcome addition to the library of anyone 
who enjoys mathematics. It seems to me it 
could also prove valuable to many teachers at 
the elementary and secondary level who, long 
absent from formal instruction in any kind of 
advanced mathematics course, would like some 
sort of self-study help in revitalizing old under- 
standings.” John K. Van Dyke. 


Kellogg, Charles E. Our garden soils. 
2382p. 1952. Macmillan, New York, $4. 
Fertilizer review, April-June 1952, p.19. % 


col. 

“Primarily for the home gardener ... Deals 
with soils and plants about the home garden, 
the flower beds, the lawn and plantings of fruit 
and ornamental shrubs. Special attention is 
given to how to improve and manage poor soils 
—soils that are too clayey, too sandy, too wet, 
too dry, too hilly, too thin, too salty, or too 
infertile for garden plants as they are. This 
well-written book will be welcomed by home 
gardeners.” 

Nature magazine, June-July 1952, p.286. 9 1. 

“Soil science is a complex one, yet it is im- 
portant to the home gardener, even one who 
must be content to garden in a window box. Dr. 
Kellogg has made the complexities of this 
subject applicable to the smallest need or to 
the greatest.” 

Scientific monthly, Aug. 1952, p.1382. % col. 

“Should be a valuable addition to the libra- 
ries of vegetable and flower gardeners, horti- 
culturists, nurserymen, landscape gardeners, and 
those who plant and care for gardens and home 
ground plantings both in the city and on the 
farm ... Should also serve as a valuable refer- 
ence for courses in horticulture and landscape 
gardening.” G. A. Johnsgard. 


Keyser, Carl A. Basic engineering 
metallurgy. 384p. 1952. Prentice-Hall, 
New York, $8. 


(New York), June 1952, % 


principles, and applications of en- 
gineering metallurgy are treated in this book 
intended to serve, primarily, students in all 
branches of engineering . . . Also provides gen- 


TECHNICAL BOOK REVIEW INDEX 


eral metallurgical information of interest to 
engineers specializing in materials and methods 
courses.” 


Killeffer, D. H., & Linz, Arthur. Molyb- 
denum compounds. 407p. 1952. Inter- 
science Publishers, New York, $10.50. 

Chemical and engineering news, Aug. 11, 1952, 
p.3338. col. 

“The book is unorthodox in structure, being 
adapted to the specific area it covers. It ap- 
pears to be an excellent assemblage of material 
in the chemistry and technology of molybdenum 
compounds.” Lincoln T. Work. 

Chemical week, May 17, 1952, p.65. 9 1. 

“A eritical review of the facts on the sources, 
properties, structure, chemical behavior, and 
uses of molybdenum and its compounds. Writ- 
ing from an industrial point of view, the au- 
thors discuss the applications of molybdenum 
compounds in a rather detailed fashion; metal- 
lurgical applications are not treated here.” 

Kirshenbaum, Isidor. Physical prop- 
erties and analysis of heavy water; edited 
by Harold C. Urey and George M. Mur- 
phy. 456p. 1951. McGraw, New York, 
$5.25. (National nuclear energy series, 
division III, v.4A.) 

Science, April 18, 1952, p.428. 3% col. 

“As Kirshenbaum himself did much of the 
work discussed in the book, he was amply 
qualified to write of it in an authoritative man- 
ner. With Urey and Murphy as coeditors one 
ean feel sure that no important methods have 
been omitted and that the opinions expressed 
are entirely sound. The author and the editors 
are to be congratulated on an excellent ‘and 
useful job well done.’”’ Malcolm Dole. 


Koch, J. J., and others. Strain gauges; 
theory and application. 95p. Elsevier, 
New York. 

Electrical news and engineering, 
1952, p.112, 115. % col. 

“This book, translated from the original 
Dutch, is a comprehensive study of both the 
theoretical design and practical applications of 
many different types of strain gauges 
Well-illustrated with photographs and draw- 
ings where necessary to show the practical 
methods of use, with a large number of circuit 
diagrams.” 


Krogdahl, Wasley S. Astronomical uni- 
verse. 599p. 1952. Macmillan, New York, 
$6.25. 

American scientist, July 1952, p.540. % col. 

“Specifically intended for general students in 
college, this volume will also serve the needs 
of the very few students whose principal inter- 
est is astronomy ... The five major divisions 
of the book deal with the solar system, the 
anatomy of a star, the stellar population, the 
organization of the universe, and the evolution 
of the universe. Three appendices discuss the 
constellations, the magnitude system, and tele- 
scopes and observatories.” 

Journal of the Franklin Institute, June 1952, 
p.614. p. 

“In a scientific field which tends to be ultra- 
conservative it is refreshing to find a book with 
a new approach to the teaching of astronomy 
. . . A text which the author seems to have 
enjoyed writing and he has a faculty of passing 
this pleasure on to the reader... A thoroughly 
new and interesting book which is uniquely 
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readable . . . Well written, [and] well com- 
piled.” I. M. Levitt. 

Scientific monthly, July 1952, p.68. % col. 

“The author must be congratulated on this 
excellent introductory text. Its usefulness is 
greatly enhanced by a large number of questions 
at the end of each chapter . . Excellently 
illustrated and contains six detailed star -maps.” 
D. ter Haar. 


Kuiper, Gerard P., ed. Atmospheres 
of the earth and planets. Ed.2, revised and 
enlarged. 4384p. 1952. Univ. of Chicago 
Press, Chicago, $8.50. 

American scientist, July 1952, p.526. 44 col. 

“The most notable additions include ‘new 
material on night-sky and auroral emissions, the 
“protoatmosphere,” and the Jovian planets, as 
well as a detailed discussion of the climatic 
conditions on Mars’.” 

Chemical and engineering news, 
1952, p.3124. % col. 

“A revised and enlarged compendium of sep- 
arate monographs on the various aspects of the 
atmospheres of the planets by authorities in 
their respective fields with introduction and 
summary by the author ... Readers will find 
this book more than a symposium. By thorough 
editing it achieves the status of a text and 
reference book. The exposition is clear and 
lucid but would be considered technical by 
most readers.” S. I. Glad. 

Journal of the Franklin Institute, Aug. 1952, 
p.178. 1 p. 

“The appeal to the average Institute mem- 
bers of this volume is small. However, it can 
be suggested for perusal in the Library, rather 
than ownership, by those who wish to see some 
of the brilliant bits of research that have been 
fitted into the exciting new concepts of the 
probable birth and first 3 billion years of our 
earth.” John W. Streeter. 

Laport, Edmund A. Radio antenna en- 
gineering. 5683p. 1952. McGraw, New 
York, $9. 

Electronics, Aug. 1952, p.318, 320. 1% col. 

“A practical treatment of antennas for fre- 
quencies up to 30 me and down to 30 ke. In 
addition to considering the antenna problem 
proper, the author also discusses the many 
other considerations which are directly related 
to the radiating structure proper ... On the 
whole, the book does an excellent job of treat- 
ing its subject and should be of great use to 
those who are concerned with antenna prob- 
lems in the frequency range below 30 mc... 
Well organized and easy to read.” Henry Jasik. 

Radio ¢ television news, Sept. 1952, radio- 
electronic engineering section, p.23. % col. 

“Dealing with antennas made of wires, masts, 
and towers for frequencies up to about 30 me., 
this treatise contains information which should 
enable non-specialists to handle ordinary an- 
tenna problems that arise in point-to-point, 
ground-to-air, and military communications, as 
well as in broadcasting.” 

Radio-electronics, Sept. 1952, p.129. % col. 

“Written particularly for the non-specialist. 
Practical information, charts, tables, graphs 
and photos tell the story of antennas. Formulas 
and higher mathematics are relegated to rela- 
tively minor roles [sic].” 


July 28, 


Latham, Robert, and others. The mag- 
netron. 142p. 1952. Chapman & H., Lon- 
don, 18s. net. 

Electrician, April 25, 1952, p.1826. % col. 
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“Exclusively concerned with the high power 
multi-resonator magnetron, as the main radio 
frequency generator used in a radar set... 
The purpose of the monograph is _ two-fold, 
namely to explain the construction and prop- 
erties of the magnetron to those with specialised 
knowledge of high frequency techniques, and 
also to provide a basis for those with specialised 
knowledge, who wish for more detailed infor- 
mation.” 

Journal of scientific instruments, July 1952, 
p.239. col. 

“The general title of this book is hardly 
justified, since it devotes less space to the 
eighteen years of pre-war magnetron develop- 
ment than it does to the needs and mode of 
operation of radar. The book is, in fact, a well- 
illustrated description of the part played by 
British science and industry in the development 
of the high-power multi-cavity type of magne- 
tron, and, as such, is a welcome addition to our 
technical literature.” W. H. Aldous. 


Lauer, B. E., & Heckman, R. F. Chem- 
ical engineering techniques. 496p. 1952. 
Reinhold, New York, $6. 

Chemical week, June 21, 1952, p.7. 9 1. 

“Text stressing the techniques rather than 
the equipment going into chemical manufactur- 
ing operations. Using a qualitative approach 
in discussing problems of design or operation, 
the authors organize the various techniques on 
a functional basis in line with the objective de- 
sired and skip lightly over the quantitative 
factors.” 

Product engineering, 
col. 

“Although directed primarily to chemical en- 
gineering students, this book will prove of 
value to any other student expecting to be em- 
ployed in a chemical or process industry. It is 
also suited to all professional engineers and 
chemists, and to executives in many fields who 
need a simple, clearly-defined book as a prac- 
tical means of understanding the field and in- 
terest of the chemical engineer.” 


Libby, Willard F. Radiocarbon dating. 
124p. 1952. Univ. of Chicago Press, Chi- 
cago, $3.50. 

American scientist, July 1952, p.519. % col. 

“A record of a contribution from nuclear 
science to the ancient problem of the time 
seale.” Hugh S. Taylor. 

Chemical and engineering news, July 14, 1952, 
p.2932. % col. 

“Since it is written by the discoverer of the 
method of dating ancient materials containing 
carbon, this is an authoritative treatise, and 
since it is the first and only book on the sub- 
ject, it is indispensable to any person who has 
more than a passing interest in this important 
new method.” Harle R. Caley. 

Scientific American, Aug. 1952, p.70. % col. 

“Professor Libby, pioneer in the field, dis- 
cusses the theoretical basis of the radiocarbon 
dating method and explains the various tech- 
niques of sample selection, preparation and 
measurement. He lists radiocarbon dates for 
samples obtained from various regions ... 
Frederick Johnson, of the Robert S. Peabody 
Foundation for Archaeology, adds a final chap- 
ter appraising the usefulness and dependability 
of radiocarbon as a tool for dating.” 

Scientific monthly, June 1952, p.367. 1 col. 

“Clearly and tersely written ... Since scien- 
tists in many fields are interested in the carbon 
14 dating method, and since most of the litera- 


July 1952, p.284. % 
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ture is seattered through several journals, this 
book is a welcome compilation . . . Radiocarbon 
Dating is complete up to its date of writing 
. .. and is written with the authority of the 
scientist who developed the method . . An 
indispensable volume for anyone seriously in- 
terested in historical science.” J. Laurence 
Kulp. 


Lovell, Bernard, & Clegg, J. A. Radio 
astronomy. 2388p. 1952. Chapman & H., 


London, 16s. 

Sky and_ telescope, 
col. 

“Two experts in the field have combined to 
give a very readable, interesting, and authorita- 
tive survey of this most recent branch of 
astronomy ... I can sincerely recommend this 
volume to both the astronomer and the general 
science reader.” Peter M. Millman. 


Mandl, Matthew. Television servicing. 


421p. 1952. Macmillan, New York, $5.50. 

Radio & television news, June 1952, p.135. % 
col. 

“A practical how-to-do-it book for the radio 
technician entering the television field for the 
first time, or for the old timers in the TV game 
who want to brush up on the newest circuits 
and servicing techniques. From long experi- 
ence both in teaching and practicing television 
servicing, the author has arranged the text 
material for maximum utility .. . Should prove 
of value to the TV technician when confronted 
by those elusive and time-consuming service 
faults.” 

Radio-electronics, June 1952, p.113. % col. 

“Teaches modern circuit theory and indicates 
practical methods for trouble-shooting. A sep- 
arate chapter describes each basic section of a 
receiver . . More advanced material appears 
toward the end of the book . . . Explanations 
are accompanied by simplified diagrams ...A 
very helpful and time-saving feature is the 
12-page trouble index . .. You will want to 
keep this book near your soldering iron, multi- 
meter, and scope.” I. Q 


Manning, Laurence. How and why of 
better gardening. 2839p. 1951. Van Nos- 


trand, New York, $3. 
Fertilizer review, April-June 1952, p.19. 4 
1 


July 1952, p.226. 1% 


“Contains much useful information. In some 
cases, however, the author makes false state- 
ments. In his discussion on fertilizers, we find 
these typical examples: Ammonium nitrates is 
neutral in reaction; double superphosphate con- 
tains up to 50 percent phosphorus; both muri- 
ate of potash and sulfate of potash increase 
soil acidity. One cannot excuse the author.” 


Markus, John, & Zeluff, Vin. Electronics 
for communication engineers. 610p. 1952. 


McGraw, New York, $10. 

Electrical world, June 16, 1952, p.247. 4 
col. 

“Two of the editors of Electronics have here 
selected from the 1947-52 issues of that mag- 
azine articles that are fundamental to and 
practically pertinent to the field of communi- 
eation. They have condensed them to accentuate 
the reference subject matter and grouped them 
by major topic headings. Admittedly a major 
portion is of most direct interest to broadcast, 
television, radar and even electronic music en- 
gineers. Nevertheless a sizeable fraction should 
be useful to the mobile radio, carrier and 
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microwave engineer in power utility service.” 

Radio & television news, Sept. 1952, radio- 
electronic engineering section, p.23. % col. 

“Brings to engineers in easy-to-use form care- 
fully selected material on radio communica- 
tion, radio broadcasting, television and radar 
design which has been arranged by subject mat- 
ter into 15 chapters.” 


Mavor, James Watt. General biology. 
Ed.4. 875p. 1952. Macmillan, New York, 


$5.75. 

School science and mathematics, June 1952, 
p.500. p. 

“Fourth edition of a widely used high school 
biology text. It follows the pattern of the 
third edition, the major exception being the 
elimination of the chapters building up a back- 
ground of chemistry. These have been sum- 
marized in the appendix. There have also been 
other portions altered slightly and some new 
material added . . . For a general biology text 
it would be difficult to find one which is more 
complete or more carefully prepared than this 
book.” George S. Fichter. 

Merck & Company, Incorporated. Merck 
index of chemicals and drugs. Ed.6, re- 
vised and enlarged. 1167p. 1952. The Com- 
pany, Rahway, N. J., $7.50 (Thumb-index 
edition, $8.50). 

Chemical and engineering news, July 21, 1952, 
p.38032. % col. 

“The sixth edition of this valuable reference 
book continues to provide authoritative and 
documented information of an encyclopedic type 
relating to a selected list of chemicals and 
drugs. In addition, it is replete with other 
information presented either in tabular form 
or succinctly summarized ... Should be espe- 
cially useful to chemists and to workers in the 
medical sciences.” Justin L. Powers. 

Industrial medicine and surgery, June 1952, 
p.307. % col. 

“This elaborate one-volume technical encyclo- 
pedia foremostly was not prepared for industrial 
hygienists—it has many applications. No less, 
the industrial physician and hygienist have long 
found preceding editions almost as indispens- 
able as shoes or suspenders. Workers in occu- 
pational health function in two domains. One 
is the domain of the regular and routine—the 
control of known dusts, vapors, gases, etc. The 
other is the inevitable newness that so charac- 
terizes today’s industry—new chemicals afford- 
ing ‘surprise exposures.’ In all this newness, 
Merck’s Index is likely to furnish the first lead 
—the initial information, the basic properties 
and uses.” 

Science, Aug. 1, 1952, p.127. % col. 

“It is . .. more than a dictionary and is, 
in fact, a concise encyclopedia. Also, as is 
obvious from the number of entries, it is not 
only a collection from medicinal chemistry, but 
from other fields as well. Inorganic, as well as 
organic, compounds are considered.” Windsor 
C. Cutting. 

Meschan, Isadore, & Farrer-Meschan, 
R. M. F. Atlas of normal radiographic 
anatomy. 5938p. 1951. Saunders, Philadel- 
phia, $15. 

Science, April 18, 1952, p.436. 1 col. 

“Because good comprehensive sources of in- 
formation about radiographic anatomy have 
been none too plentiful, the publication of Dr. 
Meschan’s excellent book is especially welcome 
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. With the assistance of his brother... he 
has assembled a compendium of radiographic 
anatomy that includes the following: basic 
anatomic information as it applies to radiogra- 
phy; the manner in which routine projections 
employed in radiography are obtained; a con- 
cept of the radiograph so obtained; the ana- 
tomic parts best visualized by these projections; 
anatomic changes with growth and development ; 
and some of the more common normal anatomic 
variations ... Very readable and... a valuable 
addition to the literature on the subject.” Wil 
liam 8. Cornwell. 


Meyer, H. Arthur, and others. Forest 
management. 290p. 1952. Ronald, New 
York, $6. 

Paper industry, June 1952, p.402. % col. 

“In this comprehensive volume the authors 
have brought together the basic material on 
forest management, from the standpoint of its 
applicability to American forests . . . Designed 
both as a text for forestry students and as a 
manual to guide foresters in applying manage- 
ment practices to the forests under their care.” 


Minikin, Robert R. Coast erosion and 
protection; studies in causes and remedies. 
240p. 1952. Chapman & H., London, 30s. 

Concrete and constructional engineering, May 
1952, p.147. % col. 

“Useful to engineers concerned with either 
new work or the maintenance of existing work 
bordering on the open sea. The illustrations 
and examples are primarily taken from Britain 
and the near-by coastline of the Continent, but 
the author’s opinions and comments, even if in 
some cases controversial, are well explained and 
of wide application . . . Primarily descriptive, 
supplemented by constructive criticism 
Easy to read, and illustrated by some 200 
photographs and diagrams.” D. L. 

Engineer, Aug. 1, 1952, p.161. % col. 

“The design of coast protection works is not 
as precise a matter as most other branches of 
civil engineering, and we think that the facts 
put forward by Mr. Minikin are not as widely 
known as might be desired; his book will, 
therefore, be of considerable value to all con- 
cerned with such works.” 

Engineering, July 25, 1952, p.100. % col. 

“A useful contribution to the literature of 
the subject, which should be welcomed by those 
who share Mr. Minikin’s long interest in it, 
and also by those who seek dependable informa- 
tion without having the direct responsibility of 
advising upon coastal protection.” 

Surveyor, May 24, 1952, p.328. % col. 

“A ‘must’ for any engineer and particularly 
for those concerned in coast erosion and pro- 
tection problems . . . Fills a long-felt need in 
this branch of engineering and will undoubtedly 
become a standard work. The author has pro- 
duced not only a technical work rich in knowl- 
edge accumulated from a wide experience but 
also a book which makes fascinating reading 
for technician and layman alike . . . Illustrated 
with a profusion of photographs and diagrams 
. ‘ * It is sound, pithy and to the point.” 
M. 8. 


Mitchell, Samuel Alfred. Eclipses of 
the sun. Ed.5, revised. 445p. 1951. Colum- 
bia Univ. Press, New York, $6.50. 

Scientific monthly, Aug. 1952, p.134. %4 col. 

“A curious mixture of popular and scientific 


literature. It reads easily and might therefore 
appeal to non-scientists . . . Gives an extensive 
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account of most of the more recent eclipses 
and discusses in detail many of the problems 
which can be brought nearer to a solution by 
observations during an eclipse.” D. ter Haar. 
Sky and telescope, June 1952, p.198. 1% 


col. 

“The fifth edition . . . sustaining the high 
standard set by the earlier editions, is a most 
entertaining and informative introduction to 
the problems of eclipse observation and the 
related problems of the solar atmosphere. The 
author has succeeded in writing a book that 
will appeal both to the beginner in astronomy 
and to the more advanced student. Its value 
is greatly enhanced by the inclusion of numer- 
ous references to original papers from which 
much of the material came.” John W. Evans. 


Moses, Ben D., & Frost, K. R. Farm 
power. 484p. 1952. Wiley, New York, 


$5.75. 
ao review, April-June 1952, p.19. % 


“Phaaned primarily for use as a text for 
college students in agricultural engineering. The 
authors have set forth the integrated facts 
necessary to give the reader a clear and con- 
cise understanding of the mechanical operations 
in farm power.” 


Murphy, George M. See Kirshenbaum, 
Isidor. 


Nelson, G. A. Corrosion data survey. 
1951. Shell Development Co., Emeryville, 


Calif., $35. 

Chemical and engineering news, May 26, 1952, 
p.2244. % col. 

“A collection of corrosion data which had 
formerly been widely scattered through tech- 
nical papers and manufacturers’ literature ... 
Consists of numerous charts, graphs, and 15 
pages of comments and discussion . . . The data 
is [sic] presented in a logical form facilitating 
rapid reference. Materials for use under cer- 
tain corrosive conditions can be determined 
immediately in some cases or can be narrowed 
considerably. The reviewer believes this book 
would be a boon to all interested in chemical 
equipment materials.” Raymond C. Uhlig. 


Neugebauer, O. The exact sciences in 
antiquity. 19ip. 1952. Princeton Univ. 
Press, Princeton, N. J., $5. 

American scientist, July 1952, p.528. % col. 

“The archaeologist and historian as well as 
the mathematician will find many interesting 
facts in this book.” 

Nature, May 24, 1952, p.854. 1% col. 

“This authoritative and finely illustrated 
book . . . is bound to stimulate interest in a 
peculiarly abstruse branch of the history of 
science. It may also attract recruits to the 
task of interpreting the abundant source mate- 
rial in our museums before the climate destroys 
it.” A. Armitage. 

Scientific American, May 1952, p.80. 2% col. 
including another review. 

“Deals mainly with Babylonian mathematics 
and astronomy ... One of the most interesting 
chapters ... is a thrilling record of the steps 
by which our knowledge of the earliest exact 
science has been uncovered by a small band of 
devoted scholars, of whom the author is the 
outstanding living representative. Neugebauer 
writes in a vivid and trenchant style. Although 


some technical portions of the book are difficult 
to read, the important points are everywhere 
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made clear . . The title is somewhat mis- 
leading; this book is not a comprehensive his- 
tory of ‘the exact sciences in antiquity’ . ‘ 
but ‘a survey of the historical interrelationships 
between mathematics and astronomy in ancient 
civilizations’.”” I. Bernard Cohen. 

Sky and telescope, July 1952, p.227. % col. 

“Instead of fascinating but unsound scien- 
tific myths, the book presents a solid and satis- 
fying diet of carefully sifted fact. The serious 
student will find it of absorbing interest, but 
it is in no sense a popular treatment of the 
subject . . . Excellently produced and printed, 
and the illustrations are beautiful.” Cecilia 
Payne-Gaposchkin, 

Newman, William H. Administrative 
action; the techniques of organization and 
management. 483p. 1951. Prentice-Hall, 
New York. 

Advanced management, June 1952, p.27. 1% 
col. 

“Professor Newman notes in his preface that 
his text has been developed to help improve the 
effectiveness of executives in modern industry. 
It is clear from an analysis of the book that 
its usefulness is not confined to that group of 
businessmen, but extends to the student of 
enterprise as well. The text is well written, in 
a smooth, lucid style. It is easier to read than 
many books in the field of business with which 
it might be compared. At the same time, the 
materials contained within are inclusive .. . 
Should be in the library of every student and 
practitioner of business.” James H. Healey. 


Norton, Frederick H. Elements of 
ceramics. 246p. 1952. Addison-Wesley 


Press, Cambridge, Mass., $6.50. 

Canadian mining and metallurgical bulletin, 
May 1952, p.61. % col. 

“Covers the principles underlying the various 
processes used in the ceramic field, and their 
application is immensely clarified by the very 
numerous illustrations that accompany the text. 
Rather than discussing products, the emphasis 
is placed on unit processes ... Can be highly 
recommended as a text for introductory courses 
in ceramics on the intermediate college level 
extending over one or two semesters. Also, it 
will serve as a reference for research workers 
in this field and be of real assistance to the 
advanced ceramic craftsman.” 

Ceramic industry, June 1952, p.125. 12 1. 

“The basic principles underlying the pro- 
cesses used in manufacturing ceramic wares 
are discussed Outstanding illustrations 
supplement the text . . . Raw material sources 
and processing are outlined.” 

Product engineering, June 1952, p.292, 294. 

col 


“The material presented has been selected to 
serve as a reference for research workers in this 
field, to be of assistance to advanced ceramic 
craftsmen, and also to be used as a text-book. 
Throughout ... an effort has been made to 
carry visual education as far as practicable by 
the use of carefully prepared illustrations.” 


Olson, F. Musical engineering. 
8347p. 1952. McGraw, New York, $6.50. 

Audio engineering, Aug. 1952, p.9. % col. 

“The field of music is covered from an en- 
gineering viewpoint, by an engineer and author 
to whom the audio profession is already in- 
debted for two texts which have become stand- 
ards . . . Musical Engineering belongs on the 
bookshelves of audio engineers, profesional 
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[sic] musicians, and hobbyists in between the 
two.” HE. M. V. 

Journal of the Franklin Institute, Aug. 1952, 
p.183. 

“In his attempt to provide a handbook for 
many different groups of specialists and ama- 
teurs in the various fields of making music, the 
author often sacrifices completeness for the 
sake of variety. The specialist in one field 
may learn more about the other fields than 
about his own. When he examines the material 
referring to his own field, he is likely to find 
debatable definitions, incomplete descriptions, or 
occasional errors . . . The reviewer feels that 
a handbook of this scope should be written by 
a group of specialists representing the various 
fields.” W. W. Felton. 


Penick (S. B.) & Company—Research 
division. Bacitracin. 127p. 1952. The 


Company, 50 Church St., New York, $4. 

Chemical week, May 31, 1952, p.44. 6 1. 

“A review and digest of fhe literature up to 
and including Jan., 1952, focusing attention on 
the clinical usefulness of this antibiotic and 
on its potentialities as based upon its syner- 
gistic action with other antibiotics.” 

Oil, paint and drug reporter, May 26, 1952, 
p.36. 12 1. 

“The purpose of the book is to make avail- 
able for use a review of the data which have 
accumulated on the clinical usefulness of bacitra- 
cin and to direct attention to the potential of 
this drug based upon its known synergistic 
action with other antibiotics. The last chapter, 
entitled ‘Summary, Bacitracin on the Anti- 
biotic Horizon,’ gives an interesting resume 
[sic] of the properties of bacitracin.” 

Phillips, Lewis W. Elementary math- 
ematics. 339p. 1952. Macdonald & Co., 
Ltd., 16 Maddox St., London, W.1, 12s. 
6d. net. 

Electrician, May 23, 1952, p.1701. % col. 

“Intended as a text-book to cover the syllabus 
of the Royal Society of Arts (grouped courses) 
in elementary mathematics, and those of similar 
examining bodies. Students intending to take 
up National Certificate courses in various tech- 
nical subjects will find in this book all the 
necessary preparatory groundwork.” 

Mechanics, May 23, 1952, p.85. % col. 

“The author ... gives a simple and interest- 
ing treatment of elementary mathematics, de- 
signed to help both students and teachers in 
Secondary Technical Schools, Evening Insti- 
tutes and Polytechnics. The scope of the book 
covers the syllabus for the examinations of the 
Royal Society of Arts and similar examining 
bodies. Those intending to take National Cer- 
tificate courses will find here all the necessary 
groundwork for this subject . . Should also 
be of great help to those who are unable to 
attend classes, as there are numerous worked 
examples, followed by a number of questions 
for the reader to do himself (with answers 
. .-), and an appendix which includes specimen 
R.S.A. exam-papers for the years 1944-1950.” 

Pirone, P. P. Modern gardening; a com- 
plete guide to the agricultural uses of 
modern chemistry’s miracle drugs. 8371p. 
1952. Simon, New York, $3.50. 

Fertilizer review, April-June 1952, p.19. \% 
col. 

“A well written interesting book covering 
how to feed plants, how to control insects, 
diseases and weeds . . . There are no illustra- 
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tions but procedures are well described. A 
generous index of 33 pages adds materially to 
this worth-while book.” 

soneree of forestry, June 1952, p.487. 1% 


col. 

“Here is a book for 1952 gardeners ... An 
up-to-date treatment of the culture of garden 
and household plants, including lawns and 
trees, together with the treatments for com- 
mon problems in insect, disease, and weed con- 
trol . . . Brings together into one volume a 
valuable store of practical information.” George 
H. Hepting. 

Natural history, June 1952, p.247. % col. 

“Described as ‘a complete guide to the agri- 
cultural uses of modern chemistry’s miracle 
drugs,’ and all the new insecticides, fungicides, 
and herbicides are discussed . . . I recommend 
the book to anyone interested in plants and 
their care and congratulate the — on a 
well-integrated product.” C. H. Curr 

Nature magazine, June-July 1952, 286. wy 
col. 

“The author is plant pathologist at the New 
York Botanical Garden, where he has the re- 
sponsibility for the health of some 12,000 dif- 
ferent kinds of plants, both those growing in- 
doors and outdoors. He is asked many garden- 
ing questions, and a special section of the 
book concerns the more important of some 500 
questions that are often asked him, and their 
answers. This is a volume that truly takes in 
new territory in the garden, and with author- 
Scientific monthly, June 1952, p.366. 1% 
col. 

“Although at first making the reader a little 
apprehensive by its subtitle . . . and its preface 
that stresses modern chemistry’s recently intro- 
duced synthetics, happily this book turns out 
to be a safe, sensible, and entirely practical 
vade mecum for the up-to-date gardener... 
Part II of the book .. . consists of five hundred 
questions and answers covering typical prob- 
lems posed to the professional plantsman .. . 
The author has done a good job.” George H. 
Coons. 


Poole, Lynn. Today’s science and you. 
208p. 1952. McGraw, New York, $2.75. 

Scientific monthly, June 1952, p.366. % col. 

“Transfers to words and pen-and-ink sketches 
some of the content of those Johns Hopkins 
TV Science Reviews that the author has pro- 
duced so successfully. The sixteen chapters of 
the book have some of the quality of a tele- 
vision show. They hit the high points, and 
they interest and intrigue, getting across some 
of the principles involved with simplified 
analogies . . . Should be an interesting book 
for young people who want to know a little 
more about the things they have seen on the 
television screen.” Watson Davis. 


Schery, Robert W. Plants for man. 
564p. 1952. Prentice-Hall, New York, $10 
(Schools, $7.50). (Prentice-Hall plant sci- 
ence series.) 

Chemurgic digest, Aug. 1952, p.19. % col. 

“Not only beautifully illustrated but ... 
written in such a manner as to encourage un- 
broken reading . . . While the book is not com- 
prehensive enough for delegation as a reference 
work for the specialist, its modern, alive pres- 
entation will surely draw the interest of all its 
readers to the possibilities of an increasingly 
better economy through greater utilization of 
our renewable resources.” 
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Economic botany, April-June 1952, p.207. 1% 


col. 

“Beautifully illustrated and excellently writ- 
ten textbook on man’s uses of plants ...A 
noteworthy contribution to awaken the student 
and appreciative reader to the intimate rela- 
tionship between modern industrial man and 
the vegetable world that sustains him ... The 
author, editor and publishers . . . have cer- 
tainly made a valuable contribution to recent 
botanical literature.” 

Journal of forestry, 
col. 

“Although the author does not state that he 
intends the book as a textbook of economic 
botany, it could serve that purpose very well 
. . . Copiously illustrated with many excellent 
photographs, charts, diagrams and process flow 
sheets.” John P. Decker. 


Shaw, Anne G. Purpose and practice 
of motion study. 31lp. 1952. Harlequin, 
Manchester, England, 50s. 

Factory ement and maintenance, June 
1952, p.346. % col. 

“Devoted entirely to motion study . . . Should 
be equally valuable to beginners and practiced 
industrial engineers interested in applying mod- 
ern motion study techniques . . . [The author] 
speaks with authority when she describes two 
recent techniques in the study of body motion 
—the chronocyclegraph and the string dia- 
gram.” 

Shulters, Earl S. Marine air condition- 
ing and refrigeration. 384p. 1952. Cornell 
Maritime Press, New York, $6. 

Heating, piping ¢ air conditioning, May 1952, 
p.256. % col. 

“Design, construction, operation and main- 
tenance procedures on all types and systems of 
air conditioning, conditioned air, and refrigera- 
tion equipment now in marine service are 
treated . . . Prepared as an enlargement of one 
first published in 1941, which covered refrigera- 
tion as applied to ships’ stores, cargo compart- 
ments and living accommodations.” 

Refrigerating engineering, Aug. 1952, p.843. 
% col. 

“A completely new book, covering air con- 
ditioning and refrigeration in a thorough and 
comprehensible manner ... As a reference book 
for draftsmen and design engineers, or as a 
textbook for school classes, or an operating 
manual for the ship’s engineer Marine Air Con- 
ditioning and Refrigeration should adequately 
fill the need.” 

Simmons, James Stevens, and others. 
Global epidemiology; a geography of dis- 
eases and sanitation; Africa and the ad- 
jacent islands. v.2. 652p. 1951. Lippincott, 
Philadelphia, $15. 

Science, April 18, 1952, p.435. % col. 

“Designed to provide a concise summary, by 
political units, of current health conditions on 
the African continent . . . The authors have 
rendered a meritorious service in accumulating 
in a single volume, from widely scattered 
sources, the current knowledge of geography of 
diseases of Africa and other data on the health 
and sanitary conditions of the area.” 2. Harold 
Hinman. 

Singer, Joseph B. Plastics in building. 
75p. 1952. Architectural Press, Ltd., 9-13 
Queen Anne’s Gate, Westminster, Lon- 
don, S.W.1, 18s. net. 


June 1952, p.489. % 
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Surveyor, April 26, 1952, p.266. % col. 

“This is claimed to be the first book to deal 
with the subject of plastics from the archi- 
tectural viewpoint, and as such it should prove 
of great interest to architects, students, and to 
the building industry generally.” C. W 


Smith, Robert E. Sheet metal werk. 
76p. 1952. McKnight, Bloomington, IIl., 


$1 unbound. 
American machinist, June 9, 1952, p.256. 4 
1 


ol. 

“This practical handbook on sheet-metal work 
covers the subject with a simplified text and a 
large number of perspective sketches .. . Suit- 
able particularly for instruction of sheet-metal 
apprentices and hobbyists, but covers the field 
well enough to educate anyone interested in the 
field from an aesthetic point of view.” 


Solberg, H. L., and others. Elementary 
heat power. Ed.2, revised and enlarged. 


624p. 1952. Wiley, New York, $6.50. 

Heating and ventilating, June 1952, p.142. % 
col. 

“In making the revisions and additions of 
material, the authors have made every effort to 
continue the original objective of the book—to 
produce a balanced text that would familiarize 
the student with the construction, principles of 
operation, and simple performance calculations 
of heat power equipment as a basis for an in- 
telligent study of a thorough course in thermo- 
dynamics, and as a terminal one-semester course 
in the field of heat power.” 

Heating, piping & air conditioning, June 1952, 
p.234. %4 col. 

“Chapters cover matter and energy; fuels and 
combustion; internal combustion engines; fuel 
burning equipment; steam generation; pumps; 
drafts, fans, blowers, and compressors; feed 
water heaters and condensers; and other 
topics.” 

Southern power and industry, 
p.141. % col. 

“Prepared as a text to be used in a first 
course in Heat Power preceding a thorough 
course in Engineering Thermodynamics, or in a 
terminal course for non-mechanical engineering 
students, ‘Elementary Heat Power’ will also be 
useful for those who, after several years of ex- 
perience in the various fields of heat power, 
wish to arrive at a better understanding of the 
principles behind the equipment they operate.” 


Spurr, Stephen H. Forest inventory. 


476p. 1952. Ronald, New York, $8.50. 

American scientist, April 1952, p.3862. % col. 

“Will prove valuable as a tool for practising 
foresters and for all others who have a special 
interest in forest resources; it will also be 
highly useful as a textbook for graduate courses 
and seminars on forest mensuration.” 

Journal of forestry, July 1952, p.566. 2 col. 

“A comprehensive report on present-day forest 
mensurational techniques . . . Deals with the 
measurement of trees and stands, the estima- 
tion of their volume, the prediction of growth, 
and sampling problems involved in forest in- 
ventory design . . . Contains a vast amount of 
information which will be of interest to many 
foresters. As far as its use as a text is con- 
cerned, it appears that its greatest use will be 
at the graduate level. A sound knowledge of 
statistics is of utmost importance to under- 
stand fully various chapters of the book.” 
George Stenzel. 

Paper industry, May 1952, p.270. % col. 


June 1952, 
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“A comprehensive report which reassesses the 
theory and methods of present day forest men- 
suration. The objective is to assist practicing 
foresters, and all others who have a special in- 
terest in forest mensuration, in the develop- 
ment of simpler and more accurate methods of 
correlating forest volume and growth with meas- 
urements made on aerial photographs and on 
the ground . . . Adapted for use as a text in 
graduate course and seminars on forest men- 
suration ... Many forest agencies, both in this 
country and abroad, have made their data avail- 
able in this study.” 


Taunton, Harold R. Modern electrical 
contracting; business organization and 
routine. 176p. 1952. Iliffe, London, 10s. 6d. 

Electrical news and engineering, May 15, 1952, 
p.112. % col. 

“This British book, dealing with the impor- 
tant and rapidly expanding electrical contract- 
ing field, contains a wealth of practical infor- 
mation for the electrical contractor. Dealing 
as it does with British practices and methods, 
much of the material contained . .. would be 
totally inapplicable to Canadian conditions. 
However, the basic principles are common to 
electrical contracting anywhere and this book 
should prove of considerable value in Canada 

. The book is very detailed and should be of 
interest, especially to the young contractor try- 
~ to make a start in this highly competitive 
eld.’ 


Thompson, Henry. Steel defects and 
their detection. 84p. 1952. Pitman, Lon- 
don, 15s. 

Iron € coal trades review, May 23, 1952, 
p.1158. % col. 

“Intended not for the specialist but for those 
who wish to get a general idea of the various 
faults to be found in steel and the means of 
detecting them. Those whose work or interest 
makes them curious to know the trend of 
progress in the non-destructive methods of 
testing now being more commonly applied, will 
find information of value; especially so, if they 
are actively engaged on more laborious methods 
of inspection.” 


Tiemann, Harry D. Wood technology, 
constitution, properties, and uses. Ed.3. 
8396p. 1951. Pitman, New York, $6. 

pone of forestry, May 1952, p.405. 2% 
col. 

“Exceedingly readable . . . packed with use- 
ful information about wood, and should be in 
every forester’s library, both for his own use, 
and to recommend to those who may ask ‘where 
can I find a good book about wood’.” W. M. 
Harlow. 

Trigg, C. F. Engineer’s approach to 
corrosion. 1383p. 1952. Pitman, London, 
15s. 

Chemical age, Aug. 2, 1952, p.169. 1% col. 

“Well written and easy to follow, practical 
examples being cited wherever possible . . . 
Does not deal with metals for highly corrosive 
fluids and atmospheres, and as a consequence 
will be primarily of use to the engineer rather 
than the industrial chemist or chemical engi- 
neer.” EH. J. C. 

Electroplating, Aug. 1952, p.262. 1% col. 

“To the engineering world in particular cor- 
rosion constitutes a vital problem in view of 
the vast quantity of equipment which is render- 
ed unserviceable through corrosion and the 
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economic loss which results. The volume under 
review, discussing the engineering approach to 
corrosion, is therefore welcome, particularly 
since it has been written by an engineer with 
special experience in organising the repair and 
protection of machinery from further deteriora- 
tion.” 

Iron & coal trades review, Aug. 1, 1952, p.274. 


col. 

“Aims to develop the readers appreciation for 
the significance of the various subjects con- 
sidered and to encourage the practical engineer 
to study the problem of corrosion in greater 
detail . . . Information in the book will be of 
great assistance to engineers and all interested 
in the vital —— of the preservation of 
metals.” R. A. 

Tyler, F. Heat, light and sound. 399p. 
1951. E. Arnold, London, 8s. 6d. (General 
physics, no.1.) 

Nature, May 24, 1952, p.855. % col. 

“Designed to cover examination requirements 
of middle forms in hools, and also 
to include work suitable for first-year sixth- 
form pupils. The first of these aims has been 
achieved; but it is doubtful whether those in 
sixth forms will derive a great deal of benefit 
from it ... A large number of examination 
questions are included, some of which have been 
worked in the text.” 

Urey, Harold C. The planets; their 
origin and development. 245p. 1952. Yale 
Univ. Press, New Haven, Conn., $5. 

Chemical and engineering news, Aug. 18, 
1952, p.3468. % col. 

Journal of the American 
July-Aug. 1952, p.227. 1 col. 

“This remarkable study by Dr. Urey repre- 
sents one of the most stimulating pieces of in- 
vestigation that this reviewer has read for 
years . . . Represents a truly remarkable col- 
’ lection of a wide variety of kinds of data, of 
kinds of investigations, and of hypotheses . 
The author has made an important and, for fu- 
ture and present workers in the field, a highly 
stimulating contribution.” Charles Hewitt Diz. 

Journal of the Franklin Institute, Aug. 1952, 
p.177. % p 

“A revolutionary, new and controversial ap- 
proach to the cosmogonical problem is offered 
by one of the most astute scientists of today. 
Dr. Harold C. Urey ... has a background which 
commands the utmost respect for his new 
ideas.” I. M. Levitt. 

Physics today, Aug. 1952, p.12. 1 col. 

“A presentation and compilation, in book 
form, of the substance of the Silliman Lectures, 
presented by Professor Urey at Yale during the 
spring of 1951 . . . Should be of interest to all 
students of the solar system. It is indeed ex- 
cellent intellectual exercise, and makes stimulat- 
ing reading.” Serge A. Korf. 

Scientific American, Aug. 1952, p.68. 6% 
col. including an illustration. 

“T have rarely read a book as stimulating as 
this one of Urey’s. It is not easy to read, and 
it is more like a series of research papers in- 
tended for specialists than an integrated dis- 
cussion for a varied audience. It contains many 
uncertain conclusions, and in places it arouses 
doubt and disbelief; there are occasional mis- 
prints . . . Urey’s book may well open a new 
branch of astronomy — astrochemistry — which 
should soon become as important as astro- 


physics.” Otto Struve. 
Scientific monthly, May 1952, p.311. 1% 
col. 


Rocket Society, 
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“It is a significant event for such a noted 
chemist as Dr. Urey to turn his attention to the 
planets and their origin and development, for, 
as he states: ‘Much of the detailed knowledge 
of all physical sci is ary, directly or 
indirectly, for an understanding of the origin 
of the solar system.’ The book contains a mass 
of information that alone would make it valu- 
able . . . One might wish that Dr. Urey had 
been more skeptical in reference to information, 
had correlated and evaluated it more carefully, 
and had been more familiar with celestial me- 
chanics, for there are far too many errors and 
inconsistencies in his treatise.” P. S. Palmer. 


Urey, Harold C. See also Kirshenbaum, 
Isidor. 

Vaile, Roland S., and others. Market- 
ing in the American economy. 737p. 1952. 
Ronald, New York, $6. 

Tide, May 16, 1952, p.33. % col. 

“The first complete and excellent basic text- 
book in marketing which has been published in 
recent years ... Besides emphasizing the broad 
social ramifications of marketing, the book gets 
into such specifics as pricing, distribution costs 
and market areas for primary producers. It 
analyzes controls and efficiency in marketing, 
examines tools essential to the preservation of 
the net income of firms and finally, considers 
the increasing effort of government to control 
marketing as the directing force in our econ- 
omy.” 

Waite, William W. Personnel admin- 
istration. 6838p. 1952. Ronald, New York, 


$7. 

Factory management and maintenance, June 
1952, p.3848. % col. 

“A sensible book on personnel administration 
—one of the most practical that FACTORY 
editors have seen in this field ... It’s not a 
complete handbook, but in general a useful text 
for both student and plant operating executive. 
If you already have a ‘going’ personnel depart- 
ment, this book will serve as a sound review 
of current thinking and practices.” 

Modern machine shop, June 1952, p.336. 1 
col. 

“Based upon the author’s first-hand experi- 
ence in teaching and in industry, this textbook 
integrates both the philosophical and practical 
approaches to personnel administration ... 
Designed for students of personnel administra- 
tion, it is suitable for use in departments of 
business administration, industrial engineering, 
and economics.” 


Walker, John C. Diseases of vegetable 
crops. 529p. 1952. McGraw, New York, 


$7.50. 
Fertilizer review, April-June 1952, p.19. 4 
1 


col. 

“Brings together a description of and control 
of most diseases found on vegetable crops .. . 
Should be of value to students, a reference to 
research workers and for those concerned with 
practical application.” 


Wells, Harrington. Secondary science 
education. 367p. 


1952. McGraw, New 
York, $4.50. 


Nature magazine, June-July 1952, p.285. 11 1. 
“A companion book to the author’s Elemen- 
tary 8 Education. It completes the survey 
of science education as a specialized field below 
the college level . . . ‘Represents an over-all 


“job analysis” in terms of philosophy of ap- 
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proach, methods of procedure and suggested 
subject content’.” 

West, Clarence J. Utilization of sugar 
cane bagasse for paper, board, plastics 
and chemicals. Ed.2. 200p. 1952. Sugar 
Research Foundation, New York. 

Sugar, June 1952, p.68. 9 1. 

“Divided into three parts: bagasse as a 
source of pulp, paper and board; for plastics; 
and miscellaneous chemicals. Use as a fuel or 
fertilizer is not included. A total of 541 orig- 
inal papers and patents are treated, more than 
100 of which are new.” 

West, Richard A. Multi-motor traction 
for cranes. 84p. 1952. Pitman, London, 
21s. net. 

Mechanical handling, April 1952, p.174. % 
col. 

“A companion to the author’s earlier work 
‘Electric Traction for Cranes’ . Both elec- 
trical and mechanical engineers will find this 
book of great practical value, whilst the in- 
terest of the young graduate will be stimulated 
by the fusion of two types of knowledge within 
his compass.” 


Whitelaw, John. Surveying, as prac- 
ticed by civil engineers and surveyors. 
Ed.9, revised by S. W. Perrott. 566p. 
1952. Technical Press, London, 25s. net. 

Surveyor, May 24, 1952, p.328. %4 col. 

“No effort has been spared to modernise the 
work . . . Excellently printed and illustrated, 
and accurate in its text, this book is probably 
the most comprehensive of its kind, and it is 
likely to maintain the high place it has for so 
long held in the esteem of practical surveyors 
and teachers.” 

Whitmer, Robert M. Electromagnetics. 
270p. 1952. Prentice-Hall, New York, 
$6.65. (Prentice-Hall physics series.) 

Electrical world, April 21, 1952, p.198. 7 1. 

“A textbook devoted to the application of the 
field-theory as taught at Rensselaer. Treatment 
is mathematical and vectorial throughout for 
both electrostatic and magnetic aspects. The 
latter third deals largely with waves and 
waveguides.” 

Williams, Emrys. Thermionic valve 
circuits. Ed.3, revised and enlarged. 314p. 
1952. Pitman, London, 21s. net. 

Electrician, May 16, 1952, p.1645. % col. 

“The longest chapter ... is a new one on 
‘Pulses and Pulsed Circuits’ . Other new 
material includes sections on phase-in- 
verters, the see-saw circuit, cathode coupling, 
the cathode follower as a voltage stabiliser, RC 
oscillators, and phase-sensitive detectors. The 
section on multi-vibrators has been largely re- 
written and a further ten pages devoted to 
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feed-back amplifiers. Introductory sections on 
Thévenin’s theorem and charge and discharge of 
capacitors have been added. These revisions 
ensure that the book will retain its outstanding 
and unique position in the literature of tele- 
communications.” 

Wilson, J. G., ed. Progress in cosmic 
ray physics. 557. 1952. Interscience Pub- 
lishers, New York, $12. 

Science, April 18, 1952, p.426. 1% col. 

“A collection of eight ‘survey articles by 
different authors on selected branches of cosmic 
ray study. The authors are among the fore- 
most investigators in the fields they have sur- 
veyed, and a large portion of the work de- 
scribed is their own ... The present volume 
... represents the state of knowledge as of the 
early months of 1951.” Kenneth Greisen. 

Wright, Helen. Palomar. 188p. 1952. 
Macmillan, New York, $3.75. 

Journal of the American Rocket Society, 
July-Aug. 1952, p.228. % col. 

“This well-written and elegantly illustrated 
little book is an anecdotal history of one of the 
most glamorous scientific adventures of an era 
distinguished for many technical achievements 
—the building of the 200-in. reflecting telescope 
at Mt. Palomar.’”’ Howard 8. Seifert. 

Sky and telescope, Aug. 1952, p.256. % 
col. 

“This straightforward account of a true scien- 
tific adventure should hold appeal for a wide 
variety of people, for interest in Palomar is 
world wide . . . The price seems high for such 
a small book.” Philip C. Keenan. 


Zwikker, C., ed. Fluorescent lighting; 
translated from the Dutch edition of 1950. 


248p. 1952. Elsevier, New York, $6.25. 

Electrical news and engineering, May 15, 
1952, p.112. % col. 

“The staff of the Philips Lighting Laboratory 
at Eindhoven in the Netherlands have written 
this book from their extensive knowledge and 
experience in all aspects of the subject. Be- 
sides explaining from first principles the work- 
ing, components and operation of fluorescent 
lamps, the book gives most interesting informa- 
tion on how to employ them to the best ad- 
vantage, and the illustrations include, besides 
many diagrams, some striking photographs of 
fluorescent lighting in use both in and out of 
doors . . . Should be of interest to anyone con- 
nected with illuminating engineering.” 

Industrial laboratories, Aug. 1952, p.12. % 


col. 
“Treats all phases of fluorescent lighting 
from the fundamental theory to uses ... Ap- 


pears to be a _ well-rounded, though not ex 
haustive, treatment of the subject which should 
interest the lighting expert although it does not 
always represent the latest American thinking 
in the field.” N. J. B. 
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